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INTEODUCTION, 


o:- 


It  is  to  be  regretted  that,  in  this 
nation  of  horsemen,  riding,  as  practised 
in  the  schools,  should  have  fallen  into 
disuse  ;  for  the  manege  is  the  foundation 
of  horsemanship.  This  neglect  is 
owing,  in  a  great  measure,  to  the 
prejudice  that  once  prevailed  against 
the  formal  seat  and  the  unnecessary- 
airs  of    la    haute-ecole.      But,    in    most 


VI  INTEODUCTION. 

countries  of  Europe,  school-riding  has 
advanced  with  the  age,  and  it  is  now 
recognised,  by  the  professors  of  the 
art,  that  each  man  has  a  seat  pecuhar 
to  himself,  and  those  movements  only- 
are  practised  that  are  necessary  to 
give  the  rider  control  over  his  horse 
under  all  circumstances. 

When  we  see  that  school-riding, 
in  one  form  or  another,  is  used  in  all 
armies,  and,  indeed,  wiierever  the 
horse  must  be  under  command,  it  is 
hardly  necessary  to  argue  the  import- 
ance of  a  knowledge  of  its  laws  by  all 
who  desire  to  ride  w^ell.  And  although 
in  the  extended  gallop  of  the  hunting- 
field,  it  is  impossible  to  retain  the 
equilibrium  of  the  maurge,  the  horse 
will   be   the   more    amenable    for    his 
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schooling,   and    the    rider    will    always 
have  the  resources  of  his  art. 

I  think  that  it  is  a  mistake  to  place 
childi-en  of  tender  age  upon  horse- 
back, for  there  is  nothing  to  be  gained 
in  such  a  course  that  will  compensate 
for  the  risk  of  injuries  they  may 
receive.  An  active  man  may  learn 
to  ride  well  at  any  age  ;  and  a  bold 
boy  of  fourteen,  who  comprehends  the 
system  upon  which  he  is  taught,  will 
in  six  months  become  a  better  horse- 
man than  the  lad  who  has  been  riding 
six  years  according  to  his  own  ideas. 
It  is  not  given  to  all  men  to  excel  in 
riding :  courage,  activity,  a  perfect 
temper,  and  aptitude  for  the  exercise 
are  requisite  for  the  acquirement  of 
the   highest    skill.      But  a  knowledge 
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of  a  proper  method  will  give  to  every 
one  comparative  immunity  from  the 
dangers  that  attend  horsemanship. 
A  schooled-horse,  confiding  in  his 
master  and  obedient  to  the  spur,  is 
not  apt  to  try  his  powers  in  rebel- 
lion; and  when  in  hand  and  properly 
gathered  he  will  recover  from  a  mistake 
that  might  otherwise  prove  disastrous. 

In  these  papers  I  have  endeavoured 
to  present  a  system  of  riding  and 
training  by  which  the  pupil  may 
become  his  own  master. 

For  many  years  I  have  been  school- 
ing horses  for  my  recreation,  and  I 
have  had  advice  and  instruction  fi'om 
some  of  the  most  accomplished  horse- 
men of  our  day.  In  particular  I  owe 
my   acknowledgments   to    Mr.    Joseph 


INTRODUCTION.  IX 

Merklen,  formerly  of  the  French 
Cavalry  Service.  From  him  I  learned 
the  method  of  horse-gymnastics,  which, 
together  with  much  that  will,  I  hope, 
be  new  to  my  readers,  I  now  offer  for 
their  consideration. 

How  to   Use  a  Horse. 

The  whip  and  the  spur  are  necessary 
aids  in  the  education  of  the  horse,  and 
in  compelling  his  obedience  after  he 
has  been  trained.  The  first  should 
be  seldom  used,  the  latter  never,  to 
inflict  punishment.  For  instance,  if  a 
horse  rears,  the  spurs  must  be  employed 
to  force  the  action  of  the  hind-quarters, 
and  so  to  drive  him  forward ;  but 
having  brought  about  that  result,  they 
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must  not  be  thrust  into  him  to  punish 
him  for  rearing.  The  horse  is  to  be 
taught  that  the  spur  is  appHed  to  make 
him  bring  certain  forces  into  action, 
and  when  used  with  discretion  he  will 
respond  to  it ;  but  unnecessary  strokes 
with  the  spur  will  rouse  his  resentment, 
and  he  will  stubbornly  refuse  to  obey  its 
indications.  It  serves  no  good  purpose 
to  irritate  a  horse,  as  he  will  never 
yield  while  angry.  A  contest  between 
horse  and  rider  should  always  be 
avoided,  for,  in  addition  to  the  chances 
that  the  former  will  prove  the  victor,  a 
high-spirited  animal  may  be  made  in- 
curably vicious,  when  by  milder  treat- 
ment he  could  be  subdued  without 
endangering  his  usefulness.  A  rebuke 
in  a  harsh  tone  of  voice  will  generally 


INTRODUCTION.  XI 

suffice  to  correct  a  horse,  and  lie  will 
not  know  how  to  resent  it.  The  best 
way  to  control  the  horse  is  through 
firmness  and  kindness,  hut  timidity  is 
worse  than  severity  in  inducing  vice. 

The  young  horse  soon  becomes  tract- 
able, and  as  long  as  his  temper  is  un- 
ruffled he  desires  to  do  that  which  is 
required  of  him.  Until  the  spirit  of 
rebellion  is  awakened,  he  is  as  anxious 
to  avoid  the  perils  of  battle  as  his 
master  should  be.  If  upon  an  occasion 
he  declines  to  perform  some  movement, 
that  is  required  of  him,  let  his  atten- 
tion be  turned  to  that  which  will 
please  him,  and  his  obedience  in  this 
vnll  induce  his  obedience  afterwards  tO' 
the  first  demand.  To  give  up  to  him 
after  a  battle  will  confirm  his  obstinacy, 
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bnt  he  will  soon  forget  his  unnoticed 
defiance.  Under  proper  treatment  he 
will  in  time  yield  to  the  will  of  his 
master  without  dreaming  of  resistance. 
The  story  of  Tarleton  taming  his 
savage  steed  with  bloody  spurs,  and  the 
vivid  descriptions  of  the  manner  in 
which  the  Mexican  breaks  the  spirit 
of  the  mustang,  may  pass  to  adorn  the 
pages  of  a  romance,  or  to  heighten  the 
interest  of  a  traveller's  tale.  But, 
aside  from  the  cruelty  and  peril  of  such 
methods,  there  remains  the  fact  that 
horses  so  hrol'en  submit  for  the  time 
only,  and  the  struggle  is  to  be  repeated 
more  or  less  often.  Except  in  those 
rare  cases  of  horses  naturally  vicious, 
and  they  are  lunatics,  fear  is  the 
mastering   passion  of   the  horse.    It  is 
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cowardice  that  drives  him  to  desperate 
resistance  against  the  sway  of  his 
master;  the  effort  that  is  successful 
in  ridding  him  of  his  tyrant  suggests 
his  favourite  vice. 

I  do  not,  in  these  remarks,  have 
reference  to  those  tricks  that  a  horse 
acquires  through  the  inexperience  or 
the  timidity  of  a  rider,  for,  Hke  all 
cowards,  the  horse  loves  to  play  the 
bully.  As  he  will  seldom  take  the 
liberty  of  practising  these  upon  a  reso- 
lute man,  it  is  not  necessary  to  point 
out  to  his  victims  what  course  ta 
pursue. 

If  the  horse  is  taught  to  calm  his 
fears  at  the  sound  of  the  voice  of  man 

if  he  is  never  ill-treated,  in  or  out  of 

the   stable— if   he    does   not  perceive 
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timidity  upon  the  part  of  his  masters, 
and  if,  with  all  these  conditions,  he  is 
^ven  plenty  of  air  and  exercise,  he  will 
never  show  vice. 


The  Saddle. 

The  tree,  of  the  pattern  known  to 
the  world  as  the  Enghsh  saddle,  should 
be  selected  and  covered  to  permit  the 
rider,  with  his  peculiarities  of  figure, 
taking  an  erect  position  fi'om  his  but- 
tocks. It  must  be  large  enough.  A 
saddle  that  is  too  short  prohibits  a 
proper  seat,  but  the  rider  may  be  com- 
fortable in  a  saddle  that  is  larger  than 
is  absolutely  required. 

The  panel  should  be  stuffed  to  fit 
the  horse  when  the  saddle  is  placed  as 
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far  forward  as  will  admit  of  the  free  use 
of  the  shoulders. 

The  stirrups  should  be  roomy,  with 
a  broad  tread,  and  of  medium  weight. 
The  holes  of  the  leathers  should  be 
punched  to  correspond,  and  numbered. 
The  leathers  should  be  attached  to  the 
saddle  by  a  spring-bar ;  the  bar  that 
works  upon  a  hinge  is  the  best. 

Bits   and   Martingales. 

There  is  no  combination-bit  that 
will  supply  the  place  of  the  "  curb  and 
snaffle  "  of  the  double  bridle.  The 
effects  of  both  of  these  are  required  in 
schooling  and  in  riding  the  horse. 
And,  although  they  are  never  to  be 
used  simultaneously,  the   action  of  one 
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must  often  follow  that  of  the  other  in 
a  manner  that  precludes  the  substitu- 
tion of  a  single  bit. 

The  snaffle  should  be  buckled  to  the 
under  check-pieces  of  the  bridle,  so 
that  it  will  lie  up  in  the  corners  of  the 
mouth  without  pressure. 

The  mouth-piece  of  the  curb  should 
be  of  proper  width.  It  is  to  rest  upon 
the  bars  of  the  mouth ;  for  which 
reason  the  port  should  be  of  a  size  to 
hold  the  tongue,  but  it  must  not  he 
high  enough  to  torture  the  horse.  The 
other  dimensions  of  this  bit  are 
determined  according  to  laws  of 
mechanics.  The  cheek-pieces  will  be 
of  such  a  length  as  to  permit  the  loosety 
fastened  curb- chain  falling  into  the 
groove  of  the  chin ;  the  branches  will 
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be  double  that  length.  As  the  curb- 
chain  is  fastened  to  the  lower  part  of 
the  eyes  of  the  cheek-pieces,  two  and  a 
half  inches  will  be  found  to  be  about 
the  length  of  those  arms,  and  the 
branches  will  then  be  five  inches  long. 

When  the  bits  have  been  fitted,  and 
the  horse  has  become  accustomed  to 
them,  they  should  not  be  shifted. 

There  is  little  to  be  said  in  favour  of 
martingales.  The  martingale  tends  to 
keep  the  snaffle  in  place  upon  a  young 
or  a  tender-mouthed  horse,  who  throws 
up  his  head  to  a  heavy  hand ;  but  its 
intervention  denies  that  delicate  tension 
on  the  mouth  that  we  are  seeking ; 
and  it  will  not  cure,  although  it  may 
restrain,    the    habit    that     seems     to 

demand  its  use.     The  standing  martin- 

b 
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gale,  buckled  into  the  bit,  is  a  cruel 
instrument  that  may  throw  the  horse. 
The  least  objectionable  of  all  the 
martingales  is  that  attached  to  a  nose- 
band. But  this,  to  be  of  any  service, 
confines  the  head  of  the  horse  too 
much  for  him  to  make  the  necessary 
efforts  to  recover  from  a  mistake. 
None  of  these  contrivances  will  prevent 
a  horse  rearing,  and  the  last  named 
will  answer  all  the  purposes  that  the 
others  may. 

I  believe  that  every  horse  is  suscep- 
tible of  being  taught  to  carry  his  head 
in  position,  and  I  shall  endeavour  to 
show  how  this  end  may  bo  brought 
about. 
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PAKT  I. 

HOW  TO  EIDE. 


To  Mount. 

Facing    the   near   side  of   the    horse, 

stand    opposite    his    girth ;    take  the 

reins  in    the  right  hand,   and  with    it 

grasp    the     pommel     of    the     saddle, 

shortening  the  reins  until  you  feel  the 

mouth  of  the  horse. 

Hold  the  stirrup  with  the  left  hand, 

and  insert  the  left  foot;  seize  a  lock 

of  the   mane  in  the  left  hand,  close 
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to  the  crest  of  the  neck,  turning  the 
thumb  uppermost. 

Else  in  the  stirrup,  aided  by  both 
hands,  until  the  left  leg  is  straightened ; 
carry  over  the  right  leg,  and  sink  into 
the  saddle. 

When  the  seat  is  obtained  release  the 
holds  upon  the  mane  and  pommel,  and 
pass  the  reins  into  the  left  hand. 

After  the  left  hand  has  seized  the 
mane  the  horse  cannot  prevent  the 
rider  reaching  his  seat ;  and  the  rider 
firmly  establishes  himself  before  he 
withdraws  the  support  of  either  hand. 

There  is  no  diflSculty,  for  one  who 
is  not  infirm,  to  mount  in  this  way, 
and  the  only  objection  that  can  be 
made  to  it,  so  far  as  I  can  see,  is  that 
by  a  ^*  cow-kick  "  the  man  standing  at 
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the  girth  may  receive  an  injury.  But 
this  is  a  rare  vice,  and  a  horse  that 
kicks  is  dangerous  to  approach,  for 
mounting  or  for  any  other  purpose  ;  so 
that  it  is  hardly  worth  while  to  abandon 
a  system  that  is  otherwise  excellent, 
because  it  does  not  apply  to  a  very 
small  class  of  vicious  brutes,  that 
should  not  be  used  for  saddle  under 
any  circumstances. 

On  the  other  hand,  nearly  every 
horse  will  paw  with  a  fore-foot,  if  at  all 
impatient,  and  he  who  stands  in  front 
of  the  shoulder  of  a  horse  is  not  secure 
from  injury.  Among  the  other  dis- 
advantages of  the  generally  adopted 
method  I  may  mention  the  follow- 
ing :— 

1.  The  rider,  standing  in  front  of  the 

1  * 
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shoulder  of  the  horse,  may  be 
overset  by  a  forward  movement ; 
and  this  danger  is  greatly  in- 
creased after  the  foot  is  put  into 
the  stirrup. 

2.  The  left  hand,  entangled  and  held 

in  the  hairs  of  the  mane,  cannot 
use  the  reins. 

3.  The  drag  upon  the  cantle  of  the 

saddle  must,  in  all  cases,  disturb 
its  position,  and  may  cause  it 
to  turn. 

4.  The  right  arm    fastened    to   the 

cantle   of   the    saddle  prevents 

the  right  leg  passing  over  the 
back  of  the  horse. 

5.  To  pass  the  right  leg  over  the 

horse  the  right  arm  must  be 
removed ;  thus  taking  away  the 
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principal  brace  of  the  body  at 
the  most  critical  time,  and 
allowing  the  body,  in  case  of 
any  movement,  to  fall  backwards 
towards  the  shoulder  of  the 
horse. 
6.  The  absence  of  a  reason  for  any 
one  motion  in  the  method. 


The  Seat. 

Upon  the  seat  depends  the  security 
of  the  rider,  not  only  as  regards  his 
remaining  upon  the  horse,  but  in  per- 
mitting him  to  use  that  lightness  and 
dehcacy  of  touch  that  is  required  to 
manage  and  control  the  horse.     It  has 
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often  been  said  that  this  desired 
lightness  of  touch  is  a  rare  gift,  wholly 
denied  to  strong  men.  But  if  a  man 
have  a  seat  that  is  independent  of  any 
support  from  the  reins,  he  may  acquire 
a  light  touch  upon  the  mouth  of  the 
horse  as  readily  as  he  may  make  a  fine 
stroke  with  a  pen. 

As  I  have  said,  each  man  has  a  seat 
pecuHar  to  himself,  and  that  will  be 
his  seat  for  aU  purposes,  whether  in  the 
field,  upon  the  road,  or  in  the  school. 

It  will  be  obtained  in  the  following 
manner : — 

After  having  reached  the  saddle, 
disengage  the  left  foot  from  the  stirrup. 
Then  bearing  the  weight  of  the  body 
upon  the  buttocks,  make  the  inner 
sides  of  the  thigh,  from  the  knee  up, 
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grasp  the  saddle.  The  body  must  be 
held  erect,  the  shoulders  thrown  back, 
and  the  chin  drawn  in ;  and  the  elbows 
should  be  carried  close  to  the  sides. 

The  legs,  from  the  knee  down,  should 
hang  without  stiffness,  and  the  feet 
will,  without  effort,  find  their  proper 
place,  parallel  with  the  body  of  the 
horse. 

The  length  of  stirrup-leather  will  be 
found  when  the  tread  of  the  iron  strikes 
the  heel  of  the  boot  immediately  above 
the  junction  of  the  sole.  The  toes  will 
be  raised  and  inserted  in  the  stirrups 
as  far  as  the  balls  of  the  feet. 

The  stability  of  the  seat  is  dependent 
upon  the  tveight  of  the  body,  the  balance, 
and  the  grasp  of  the  thighs.  The  erect 
seat  upon  the   breech,  that  we  have 
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described,  permits  the  body  to  make, 
most  readily,  those  motions  that  are 
necessary  for  preserving  the  perpen- 
dicular application  of  the  weight,  and 
for  keeping  the  balance.  The  strongest 
hold  upon  the  saddle  possible  is  with 
the  inside  of  the  thighs. 

There  should  be  no  pressure  upon 
the  stirrups ;  for  this  would  relieve  the 
weight,  disturb  the  balance,  and  force 
the  grip  of  the  thighs.  It  is  no  ar- 
gument in  favour  of  riding  upon  the 
stirrups  that  the  horsemen  of  the  East 
carry  their  knees  up  to  the  pummel  of 
the  saddle,  for  the  Mexicans,  who  are 
better  riders,  extend  the  leg  to  its  full 
length.  It  is  in  spite  of  bad  systems 
that  these  peoples  who  Hve  on  horse- 
back become  skilful  in  the  management 
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of  their  steeds.  Because  a  circus  per- 
former standing  upon  one  leg  keeps  his 
horse  under  circumstances  that  would 
prevent  a  poor  rider  from  keeping 
in  his  saddle,  it  is  no  argument  that 
the  proper  way  to  ride  is  upon  one 
leg. 

The  seat  having  been  found  and  the 
stirrups  having  been  adjusted,  no 
changes  should  be  made  for  the  dif- 
ferent circumstances  under  which  the 
rider  will  be  called  upon  to  exercise 
his  skill.  It  is  bad  art  when  the 
principles  are  not  suited  to  every 
emergency  ;  and  the  seat  that  has 
been  found  to  be  that  in  which  the 
centre  of  gravity  can  best  be  preserved 
in  the  high  airs  of  the  manege^  where 
the    horse    makes    the    most    violent 
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movements  of  the  fore-hand  and  of 
the  croup,  should  answer  all  require- 
ments. 


The  Keins. 

The  beginner  will  use  the  reins  of 
the  snaffle  only.  He  will  take  a  rein 
in  the  grasp  of  each  hand,  the  loose 
end  passing  under  and  held  by  the 
thumb,  at  a  length  that  will  give 
him  command  of  the  mouth  of  the 
horse. 

In  teaching  the  horse  the  changes 
of  dii'ection,  as  is  described  in  the 
chapter  upon  '*  Hands  and  Legs,"  one 
hand  will  hold  the  curb,  the  reins 
divided  by  the  Httle  finger  and  grasped 
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by  the  thumb ;  while  the  snaffle-reins 
will  be  held  above  those  of  the  curb, 
divided  by  the  breadth  of  the  other 
hand. 

There  are  various  ways  prescribed 
for  holding  the  reins  in  riding  the 
trained  horses,  but  I  prefer  the  follow- 
ing method : — 

In  the  left  hand  :  the  curb-reins 
divided  by  the  little  finger  ;  the  snaffle- 
reins  divided  by  the  middle  finger  ;  the 
ends  of  both  sets  carried  up  through 
the  hand  and  secured  by  the  thumb, 
which  should  be  uppermost  and  pointed 
to  the  ears  of  the  horse.  By  bending 
the  wrist  to  the  right  so  that  the 
knuckles  come  uppermost,  the  head  of 
the  horse  will  be  carried  to  the  right 
and  the  change  made  in  that  direction. 
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By  bending  the  wrist  to  the  left,  so 
that  the  finger-nails  come  uppermost, 
the  horse  will  be  turned  to  the  left. 
There  should  never  be  tension  upon 
the  two  bits  at  the  same  time.  The 
horse  should  be  ridden  upon  the  curb  ; 
the  snaffle  will  be  used  to  fix  the 
height  of  his  head,  and,  occasionally 
to  take  the  place  of  the  curb  to  freshen 
the  mouth. 

The  right  hand  will  be  carried  upon 
the  loose  ends  of  the  reins  to  assist 
the  left. 
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Horse  Gymnastics. 

The  following  exercises  will  be  found 
of  great  service  in  giving  strength  to 
the  seat,  in  aiding  the  balance,  in 
teaching  the  habit  of  regaining  a  lost 
position  without  disturbing  the  tension 
of  the  reins,  and  in  giving  ease  and 
grace  to  all  the  motions  of  the  rider. 

When  so  indicated,  these  movements 
will  be  made  from  the  position  pre- 
scribed for  "  the  seat.'' 

Exercises  for  the  Seat, 

I. 

In  the  seat,  with  the  arm  hanging 
motionless  by  his  side,  let  the  pupil 
take  away  one  thigh  from  contact  with 
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the  saddle  and  bring  it  back  into  its 
place,  with  the  point  of  the  knee 
turned  in  as  much  as  possible,  the 
movement  being  made  by  a  rotation  of 
the  hip  joint.  This  should  then  be 
done  with  the  other  leg. 

II. 

From  the  seat,  and  the  rest  of  the 
body  in  quiet,  raise  both  knees  to  meet 
above  the  pommel  of  the  saddle,  and 
bring  them  back  to  the  saddle,  making 
the  inner  sides  of  the  thighs  take  as 
many  points  of  contact  as  possible. 

III. 

In  the  seat,  keeping  the  thighs  close 
to  the  saddle,  let  the  pupil  lean  back 
until  his  shoulders  touch  the  romp  of 
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the  horse  ;  then  let  him  quietly  recover 
his  erect  position. 

IV. 

In  the  seat,  keeping  the  buttocks  in 
the  saddle  and  the  thighs  in  place,  let 
the  pupil  lean  forward  and  slightly  to 
one  side  until  one  of  his  shoulders 
touches  the  crest  of  the  horse.  Then 
let  him  slowly  recover  his  position. 

V. 

In  the  seat,  let  the  body  sway  for- 
ward, to  one  side,  to  the  rear,  to  the 
other  side,  and  then  into  position ; 
then  reverse  the  movement. 

VI. 

Lose  the  seat  to  the  right,  and 
without  aid  from  the  hands  bring  the 
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body  back  into  the  saddle  by  a  quick 
turn  of  the  buttocks;  then  make  the 
movements  to  the  other  side.  This 
should  be  practised  at  the  walk,  at 
the  trot,  and  at  the  gallop. 

For  the  Balance. 

I. 

In  the  seat,  the  arms  hanging  with- 
out stiffness,  carry  the  right  leg  over 
the  pommel  to  the  left  side ;  then 
carry  both  legs  over  to  the  right; 
then  come  back  to  the  seat  by  carrying 
the  left  leg  to  its  place. 

II. 

In  the  seat,  carry  the  right  leg  over 
the  pommel  to    the    left  side ;    then 
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work  the  body  upon  the  buttocks  as 
a  pivot  until  the  face  is  to  the  rear. 
Carry  the  left  leg  over,  then  the  right 
leg,  and  work  the  body  upon  the 
buttocks  as  a  pivot  until  the  face  is 
to  the  front.  Eesume  the  seat  by 
carrying  the  left  leg  over  the  pommel 
to  its  place ;  then  reverse  the  move- 
ment. 

For  the  Legs  and  Feet. 

I. 

In  the  seat,  keeping  the  knees  fixed, 
bring  the  lower  part  of  first  the  one 
leg  and  then  the  other,  as  high  up  on 
the  side  of  the  horse  as  is  possible, 
without  either  touching  the  horse  or 
moving  the  knee.  This  movement 
should  be  done   at   the  walk,   at  the 
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trot,  and  at  the  gallop,  so  that  the 
rider  may  have  perfect  control  of 
the  action  of  the  legs  in  directing  the 
movements  of  the  croup. 

II. 

In  the  seat,  the  legs  hanging  with- 
out stiffness  and  the  rest  of  the  body 
quiet,  rotate,  first  the  one  foot  and 
then  the  other,  from  the  ankle  joint, 
with  an  outward  and  then  an  inward 
movement.  The  improvement  in  this 
exercise  may  be  measured  by  the 
facihty  with  which  the  pupil  can  gain 
his  stirrups  by  the  action  of  the  feet 
only. 

To  Mount. 

Standing  at  the  shoulder  of  the 
horse,   facing  the   near    side,   seize    a 
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lock  of  the  mane  close  to  the  crest, 
the  hairs  passing  down  through  the 
hand,  the  thumb  uppermost. 

With  the  right  hand  grasp  the 
pommel  of  the  saddle,  the  fingers 
under  the  tree,  the  thumb  extended 
towards  the  ground. 

Leave  the  ground  with  a  spring  and 
take  the  weight  of  the  body  upon  the 
arms  until  the  fork  is  level  with  the 
withers  of  the  horse,  resting  a  moment 
in  this  position. 

Carry  the  right  leg  over,  and  sink 
quietly  into  the  saddle. 

Eelease  the  holds  upon  the  mane 
and  the  pommel. 

To  those  who  have  never  tried  it, 
this  movement  appears  to  be  difficult. 

It  is,   in  fact,  very  easy,  and  should 

2  * 
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be  accomplislied  after  a  few  trials  by 
anyone  who  is  active  enough  to  under- 
take riding.  It  should  be  performed 
at  the  walk,  at  the  trot,  and  at  the 
gallop.  At  the  gallop  care  must  be 
taken  not^to  carry  the  body  over  too 
much  in  putting  the  right  leg  across 
the  horse,  nor  needjthe  body  be  carried 
so  high  as  when  the  horse  is  at  rest,  nor 
is  the  momentary  stop  to  be  observed. 

To  Dismount. 

Seize  the  mane  and  pommel  as  in 
mounting.  Bear  the  weight  upon  the 
straightened  arms  as  the  right  leg  is 
brought  over  to  the  left  side.  Hold  the 
body  for  a  moment  perpendicularly  to 
the  side  of  the  horse,  the  whole  weight 
being    supported    by  the    two    arms. 
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Drop  gently  to  the  ground  at  the 
shoulder  of  the  horse.  This  may  be 
done  at  the  gallop,  by  avoiding  the 
momentary  rest  and  coming  down 
prepared  to  take  a  few  steps  with  the 
horse,  after  which  the  holds  upon  the 
mane  and  pommel  should  be  released. 

General  Exercises, 

I. 

From  the  seat,  grasping  each  side  of 
the  fore-part  of  the  saddle,  bear  the 
weight  of  the  body  upon  the  extended 
arms,  turning  the  balanced  body  first 
one  way  and  then  the  other. 

II. 

From  the  seat,  grasping  each  side  of 
the  fore-part  of  the  saddle,  throw  the 
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body  forward  upon  the  slightly  bent 
arms  towards  the  neck  of  the  horse ; 
and  throwing  up  the  legs  in  rear,  cross 
them,  and  come  into  the  saddle  faced 
to  the  rear. 

III. 

From  this  position,  place  the  palms 
of  the  hands  npon  the  rnmp  of  the 
horse,  and  performing  a  movement 
similar  to  the  above,  come  into  the 
saddle  faced  to  the  fi'ont. 


Hands  and  Legs. 


The  horse  is  propelled  by  the  hind- 
quarters, and  the  movements  are 
directed  by  the  fore-hand.      The  legs 
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of  the  rider  act  upon  the  croup,  and  by 
their  pressure  bring  forward  those 
forces  ;  the  hand  restrains  the  forces 
of  the  fore-hand,  and  collects  and 
guides  all.  When  the  forces  of  the 
croup  are  brought  forward  to  such  a 
a  point  that  they  meet  and  balance 
the  forces  of  the  fore-hand,  the  horse 
is  in  equihbrium,  and  no  movement 
can  be  generated  until  one  or  other  of 
the  forces  predominate. 

As  the  legs  act  upon  the  forces  of 
the  croup,  and  as  the  hand  governs 
the  forces  of  the  fore-hand,  it  will  be 
seen  that  this  union  and  balance  of 
the  forces  puts  the  immediate  and 
distinct  control  of  the  mass  within  the 
power  of  the  rider. 

The  forward  movement  of  the  horse 


24  HOW   TO   BIDE 

will  be  measured  by  the  effect  of  the 
forces  of  the  croup  to  predominate, 
and  the  corresponding  yielding  of  the 
forces  of  the  fore-hand. 

But  if  the  force  opposite  the  aug- 
mented force  does  not  yield,  then  that 
unyielding  part  is  the  more  firmly 
fixed  to  the  ground,  as  by  an  in- 
cumbent weight,  and  if  action  takes 
place  it  must  either  be  in  rearing  or 
in  kicking. 

If  the  forces  of  the  croup  predo- 
minate, and  the  fore-hand  does  not 
yield  to  correspond,  then  the  action  ot 
this  latter  part  is  hampered.  But  if, 
as  the  forces  of  the  croup  seek  to 
advance  the  point  of  union,  an  advance 
is  made  by  the  fore- quarters,  the  equi- 
librium   may    still    be    approximately 
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obtained.  That  is,  if  this  equilibrium 
is  to  be  maintained,  the  forward  move- 
ment of  the  fore-hand  will  be  permitted 
as  the  forces  of  the  croup  are  brought 
forward. 

If  the  speed  is  to  be  increased,  the 
legs  will  act  upon  the  croup  and  the 
hand  will  give  freedom  to  the  fore- 
hand. If  it  is  desired  to  moderate 
the  speed  the  forces  of  the  fore-hand 
wiU  be  brought  back ;  and  when  they 
are  brought  back  to  a  point  where  they 
balance  the  forces  of  the  croup,  a  halt 
is  brought  about.  If  the  forces  of  the 
fore-hand  are  brought  back  beyond  this 
point  of  balance,  the  mass  must  move 
back,  or  undue  weight  must  fall  upon 
and  fix  the  croup. 

It  is  the    object    of   the    rider    to 
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maintain  the  approximate  equilibrium 
in  all  the  movements  of  the  horse. 

But  to  obtain  the  control  of  these 
forces,  all  the  resistances,  active  or  by 
the  will  of  the  horse,  and  passive  or 
by  the  weight  of  the  horse,  must  be 
overcome. 

That  is,  the  horse  must  be  suppled 
in  the  fore-hand  and  in  the  croup,  must 
obey  the  legs,  and  be  amenable  to  the 
bit.  The  method  of  suppling  the  croup 
and  of  teaching  obedience  to  the 
pressure  of  the  legs,  w411  be  treated  at 
length  in  the  chapter  upon  *^  The 
Pirouettes."  We  shall  now  turn  our 
attention  to  the  fore-hand  and  to  its 
seat  of  feeling,  the  mouth. 

The  horse  must  first  be  taught  that 
he  cannot   pass  beyond   the  Hmit  put 
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by  the  hand  without  bringing  pain 
upon  himself,  but  that  so  long  as  he 
is  obedient  to  the  bit  he  finds  comfort. 
To  this  end  the  hand  will  firmly  resist 
any  attempts  of  the  horse  to  go  beyond 
the  Hmit  fixed,  but  it  will  make  a 
concession  whenever  he  yields  his 
opposition.  The  next  step  will  be  to 
make  him  relax  his  jaw  and  bring  his 
head  into  position,  so  that  there  will 
be  no  opposition  to  the  bit.  To  ac- 
compHsh  this  the  rider  will  be  mounted 
and  the  horse  will  be  kept  upon  his 
ground.  Taking  the  curb-reins  in  the 
left  hand,  the  rider  will  make  gentle 
vibrations  of  the  right  rein  with  the 
right  hand  until  the  horse  gives  the 
jaw.  A  word  of  encouragement  will 
be  given  and  the  tension  will   be  re- 
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leased.  Then  changing  the  curb-reins 
into  the  right  hand,  the  same  thing 
will  be  done  with  the  left  rein  by  the 
left  hand.  After  the  horse  will  yield 
to  either  side,  he  will  be  induced  to 
give  up  the  opposition  of  the  jaw,  and 
bring  the  head  into  position  by  the 
same  vibrating  motions  of  the  two 
reins  at  equal  length.  If  the  horse 
hangs  upon  the  bit,  he  will  be  in- 
duced to  bring  up  his  head  and  carry 
his  own  weight  by  a  few  pulls  upon 
the  snaffle-bit,  from  below  upwards. 
But  there  is  never  to  be  a  steady 
tension  upon  the  bit,  the  horse  is  to 
be  kept  in  hand  by  a  series  of  shght 
touches  that  are  to  be  relaxed  the 
moment  the  resistance  ends.  When 
there  is  a  steady  pull,  no  matter  how 
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light  it  may  be,  the  equilibrium  is 
destroyed. 

By  a  pressure  of  the  legs  the  horse 
will  be  made  to  bring  his  hind-legs  in 
under  him,  a  forward  movement  being 
prevented  and  lightness  in  front  being 
secured  by  the  means  above  recited. 
When  these  forces  from  the  fore-hand 
and  from  the  croup  are  gathered  and 
balanced,  the  horse  is  in  equilibrium, 
and  is  ready  for  any  movement  without 
further  preparation. 

After  these  lessons  have  been  re- 
peated at  the  halt  until  he  desists  from 
opposition,  he  will  be  put  into  the 
walk,  the  trot,  and  the  gallop,  the 
approximate  equilibrium  being  at  all 
times  demanded.  If  he  attempts  to 
go    beyond  the   bit    he  must    be  re- 
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strained,  and  lightness  must  be  kept 
up  by  tbe  gentle,  intermittent  tensions 
of  the  curbs.  If  he  hangs  back  the 
heels  must  keep  the  forces  of  the 
croup  up  to  the  point  that  is  required 
by  the  desired  speed. 

It  is  through  ignoring  the  fact  that 
a  horse's  fore-hand  may  be  lightened 
by  the  play  of  the  bit,  that  induces 
some  writers  upon  riding  to  adopt 
crude  and  improper  means  for  pro- 
ducing the  different  movements  de- 
pending upon  that  condition.  A  badly 
trained  horse  wiU  bear  upon  the  bit 
of  the*  heavy  hand,  and  instead  of 
becoming  hght  in  the  front  at  its 
pressure  upon  the  mouth,  the  fore- 
hand will  be  the  heavier  for  this 
opposition.     It  is  for  such  horses  and 
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such  riders  that  some  writers  upon 
the  art  advocate  that  the  head  should 
be  pulled  to  the  left  to  lighten  the 
right  shoulder,  when  the  rider  wishes 
his  horse  to  lead  in  the  gallop  with 
the  right  side.  Now  it  is  agreed  on 
all  hands  that  a  horse's  head  should  be 
turned  in  the  direction  that  he  goes. 
In  the  above  instance  the  head  of  the 
horse  is  turned  to  the  left  and  he  is 
to  lead  off  with  the  right  side.  Then 
if  his  head  is  carried  to  the  right  to 
change  direction  to  that  side,  the  horse 
should,  if  he  answers  to  his  signals, 
change  his  leg  and  be  false  in  his 
gallop.  But  when  the  heavy-handed 
rider  has  on  some  occasion  made  his 
horse  rear,  he  finds  that  when  the 
horse  is  forced  to  yield  to  the  hand  he 
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becomes  light  in  front,  and  the  theory 
we  support  is  in  that  case  proved. 

We  have  seen  that  by  overcoming 
the  resistances  of  the  fore-hand  we 
can  lighten  that  part  without  violence, 
and  when  we  come  to  the  lesson  upon 
the  gallop  the  same  principles  will  be 
applied  to  make  the  horse  lead  with 
either  leg.  For  if  the  fore-hand  is 
made  light  by  the  proper  action  of  the 
bit,  that  side  will  be  made  the  Hghter 
upon  which  the  action  is  the  more 
strongly  defined,  so  that  to  make  him 
lead  off  with  the  right  leg  we  shall 
raise  that  side  with  the  right  rein, 
and  the  horse  will  move  off  with  his 
head  in  the  proper  position. 
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To  Change  Direction, 

We  will  suppose  that  the  horse  has 
SO  far  progressed  in  his  education  that 
he  may  be  put  into  the  walk,  and  yet 
be  so  obedient  to  the  bit  that  he 
retains  the  equilibrium  as  far  as  i& 
possible.  Keeping  him  at  a  steady 
walk,  the  rider  will  accustom  him  to 
bear  the  pressure  of  the  legs  by  ap- 
plying them,  first  one  and  then  the 
other,  as  the  horse  raises  the  opposite 
fore-leg.  This  will  serve  to  improve 
the  action  of  the  gait,  as  well 
as  to  bring  him  to  bear  the  pressure 
of  the  legs  without  flinching.  When 
he  will  answer  the  pressure  of  the  legs 
and  bare  heels  by  bringing  forward 
the    forces    of     the    croup,    and    will 
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measure  his  speed  by  the  freedom 
given  him  by  the  hand  without  forcing 
himself  upon  it,  he  will  be  accustomed 
to  the  spur  until  he  bears  the  scratch 
of  the  rowel  with  the  same  com- 
placency that  he  bore  the  attacks  of 
the  heels.  This  can  be  brought  about 
without  trouble  by  quieting  the  horse 
by  voice  and  hand  after  each  appli- 
cation of  the  aid,  which  at  first  should 
be  very  Hght,  to  gradually  increase  in 
force.  The  spur  should  never  be  given 
with  a  shock,  but  the  foot  should  be 
carried  back  and  the  rowel  quietly 
but  quickly  apphed  by  lowering  the 
toe.  After  the  horse  finds  that  the 
spur  comes  soon  after  the  pressure  of 
the  leg  he  w^ill  rarely  require  the 
a,ppHcation  of  the  severer  form  of  the 
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aid,  and  the  whole  education  of  the 
horse  will  tend  to  make  him  quick 
and  lively  in  his  motions,  and  ohedient 
to  the  slightest  expression  of  his 
master's  will. 

The  horse,  in  hand  and  gathered, 
will  be  put  into  the  walk,  and  the  rider 
will  practise  the  change  of  direction 
to  the  right.  Taking  the  curb-reins 
in  the  left  hand,  he  will  hold  the 
snaffle-reins  divided  by  the  width  of 
his  right  hand.  Upon  arriving  at  the 
point  where  a  new  direction  is  to  be 
taken,  the  rider  will  turn  the  head  of 
the  horse  by  the  direct  apphcation 
of  the  right  snaffle-rein,  and  when 
the  horse  turns  into  the  new  path  the 
left  hand  will  be  carried  to  the  right, 
so   that   the   left  curb-rein  will  press 
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against  the  left  side  of  the  neck.  The 
legs  of  the  rider  will  give  such  aid 
in  bringing  up  the  croup  in  the  new 
direction  as  the  circumstances  may 
require. 

After  the  horse  will  turn  readily  to 
the  demand  of  the  snaffle-bit,  he  will 
be  made  to  take  the  new  dii-ection 
with  the  unaided  use  of  the  curb,  the 
left-hand  being  canied  to  the  right  so 
that  the  outside  rein  presses  upon  the 
neck,  and  bends  his  head  in  the  direc- 
tion he  is  to  move. 

Carrying  the  curb-reins  in  the 
right  hand  and  those  of  the  snaffle 
in  the  left,  the  change  of  direction  to 
the  left  will  be  made  in  a  similar 
manner. 

The  horse  will  be  accustomed  to  be 
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brought  to  a  stop  from  the  walk  by  the 
rider  raising  the  hand  and  leaning  back 
in  the  seat,  and  gently  pressing  with 
the  legs  to  bring  under  the  forces  of 
the  croup. 

The  horse  standing,  and  in  equili- 
brium, the  rider  will  induce  him  to 
bend  his  head  and  neck,  first  to  one 
side  and  then  to  the  other,  by  the 
vibratory  motion  of  the  direct  curb- 
rein.  Both  legs  will  be  kept  close  to 
the  sides  of  the  horse  to  keep  him 
steady,  the  opposite  leg  being  rather 
closer  to  overcome  resistance  and  to 
prevent  a  movement  of  the  croup 
against  it.  The  horse  will  not  be  per- 
mitted to  carry  back  his  head,  at  will, 
from  the  bent  posture,  but  the  rider 
will  bring  it  back  into  position  by  the 
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rein   opposed    to   that  by  which    the 
movement  was  begun. 

It  only  remains,  for  the  present,  that 
the  horse  should  be  taught  to  bend  the 
croup,  at  the  application  of  the  heel, 
sufficiently  to  put  him  into  position 
for  the  gallop.  He  will  first  be  made 
to  take  a  step  with  the  hind  legs  to 
the  right  by  the  application  of  the  left 
leg,  the  right  rein  playing  with  the 
mouth  to  remove  the  opposition  of  the 
right  shoulder.  By  inverse  means  the 
croup  wdll  be  moved  a  step  to  the  left. 
In  all  movements  of  the  croup  the 
legs  should  be  held  close  to  the  horse, 
so  that  the  action  produced  by  the  one 
may  be  readily  checked  by  the  other. 
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The  Walk  and  the  Trot. 

It  is  not  necessary,  nor  is  it  desir- 
able, that  the  tight  grip  of  the  thighs 
should  be  maintained  while  at  the 
walk.  The  gait  is  so  smooth  that  the 
weight  and  the  balance  will  serve  to 
keep  the  rider  in  his  seat,  and  the 
knees  being  in  position  the  thighs  may 
instantaneously  take  their  hold  in  case 
of  a  sudden  start  of  the  horse.  But 
this  ease  should  never  degenerate  into 
negligence,  and  as  a  horse  is  more  apt 
to  stumble  at  a  walk  than  at  a  quicker 
gait  the  rider  must  never  permit  his 
attention  to  be  taken  from  his  horse. 
The  horse  should  be  kept  constantly  in 
hand,  particularly  after  any  great  exer- 
tion that  has  called  upon  his  strength, 
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for  he  is  mucli  less  able  to  recover  from 
a  mistake  when  tie  is  tired,  and  he  feels 
the  fatigue  less  when  he  is  kept  roused. 
In  going  down-hill  he  must  have  Hberty 
enough  to  permit  his  body  conforming 
to  the  slope  of  the  ground,  so  that  he 
may  extend  his  step  safely. 

For  the  trot  the  horse  must  be  kept 
light,  between  the  application  of  the 
hand  and  legs.  The  speed  will  be  re- 
strained by  the  first  or  augmented  by 
the  latter,  at  the  will  of  the  rider,  whose 
efforts  should  be  so  directed  as  to  give 
a  regularly-cadenced  gait  of  equal 
action,  in  the  highest  equilibrium  pos- 
sible. The  height  and  brilliancy  of 
movement  in  the  trot  may  be  governed 
by  the  appHcation  of  first  the  one  and 
then   the   other   spur  as   the  opposite 
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fore-leg  of  the  horse  is  raised  to  step 
off.  In  this  way  it  may  be  developed 
into  the  Spanish  trot  of  the  manege. 

In  the  trot  the  rider  should  sit  erect, 
with  the  shoulders  thrown  back,  and 
the  thighs  close  to  the  saddle. 

If  the  rider  rises  to  the  trot  the  con- 
stant shifting  of  the  weight  wiU  greatly 
interfere  with  the  equilibrium  of  the 
mass,  but  it  is  not  necessary  that  the 
horse  should  get   out   of  hand  or  be 
permitted  to  bear  upon  the  bit.     The 
rider  should  take  no  support  from  the 
bit,  but  should  hold  his  hand  so  that 
it  will  be  independent  of  the  motion 
he  allows  his  body  to  make.     To  rise 
in  the  trot  the  rider  will  make  use  of 
the  knees  to  secure  the  seat  and  allow 
his    body,    sHghtly  sustained   by  the 


42  HOW    TO   EIDE 

stirrups,  to  be  thrown  up  by  the 
motion  of  the  horse,  letting  his  weight 
sink  back  into  the  saddle  in  time  to 
take  the  next  impetus  of  the  gait. 
The  shoulders  should  be  held  easy, 
but  in  rest ;  and  the  legs  should  hang 
straight  down  from  the  knee,  and  must 
not  be  permitted  to  work  along  the 
sides  of  the  horse. 


The  Gallop. 

In  the  gallop,  which  is  a  succession 
of  leaps,  the  rider  will  lean  shghtly 
back,  so  that  the  buttocks  will  be 
carried  well  under  him,  and  hold  the 
body  without  stiffness.  The  positions 
of  the  body  must,  however,  always 
conform  to  the  action  of  the  horse,  and 
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to  the  direction  in  which  he  goes ;  and 
practice  must  show  what,  and  how 
great,  these  changes  should  be.  In  the 
gallop  the  horse  must  be  true,  to  insure 
his  balance  and  safe-footing.  To  be 
true  in  the  gallop  the  fore  and  corre- 
sponding hind-leg  will  be  in  the  lead  of 
that  side  to  which  the  horse  is  turning 
or  moving.  For  instance,  if  it  is  the 
intention  to  turn  or  to  move  the  horse 
at  a  gallop  to  the  right  he  must  have 
the  head  and  croup  bent  to  the  right, 
and  must  take  the  long  strides  of  the 
gait  with  the  fore  and  hind  leg  of  that 
side.  This  will  preserve  his  centre  of 
gravity,  and  in  case  of  a  mistake  he 
has  his  legs  in  under  him  to  help  him 
to  a  recovery.  If  the  horse  is  galloping 
in  a  straight  Hne  it  makes  no  diflference 
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with  which  of  his  fore-legs  he  takes 
the  long  stride  or  lead,  provided  the 
hind-leg  of  that  side  corresponds. 
If  a  horse  takes  the  long  strides 
with  the  right  fore-leg  and  the  left 
hind-leg  he  is  disunited,  and  has 
not  got  his  powers  well  in  control.  If 
in  turning  to  the  left  he  is  leading  with 
the  right  legs,  he  can  with  difficulty 
retain  the  centre  of  gravity,  and  is  apt 
to  fall  at  the  slightest  blunder.  We 
say  that  a  horse  leads  on  that  side 
when  he  makes  the  long  strides  wdth 
the  legs  of  one  or  other  side.  But  the 
fact  is,  the  fore-leg  of  the  other  side 
leaves  the  ground  before  the  fore-leg 
which  makes  the  long  stride  does,  and 
the  same  thing  is  true  of  the  hind-legs. 
But  the  legs  on  the  side  to  which  he 
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has  been  bent  pass  the  others  in  their 
longer  stride,  and  the  horse  is  said 
to  lead  with  them. 

To  put  the  horse  into  the  gallop, 
leading  with  the  off-leg,  let  the  rider 
bring  him  into  equilibrium,  then 
lightening  the  fore-hand,  and  parti- 
cularly the  right  shoulder,  with  a  play 
of  the  direct  rein,  let  him  press  in  the 
left  heel.  In  consequence  of  these 
movements  on  his  part  the  horse  will 
take  the  gallop  with  the  legs  on  the 
right  side  making  the  larger  strides  ; 
for  the  right  shoulder  is  free  to  extend 
itself  in  answer  to  the  propulsion  of 
the  forces  from  the  croup,  and  the 
hind-quarters  being  bent  around  to  the 
right,  the  hind-leg  on  that  side  must 
follow  with  a  similar  step.     The  croup 
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of  the  horse,  bending  to  the  right  at 
the  appHcation  of  the  opposite  spur, 
will  make  the  longer  stride  with  the 
hind-leg  that  is  so  advanced,  and  such 
a  movement  is  required  to  preserve 
the  centre  of  gi'a^dty  under  the  con- 
ditions. 

The  horse  ha^dng  been  put  into  the 
gallop,  he  will  be  aligned  upon  the 
path  he  follows  by  means  of  the 
hand  and  lei;s.  The  trained  horse 
under  the  skilled  rider  ^^'ill  take  the 
gallop  upon  the  right  or  upon  the  left 
leg  without  bending  perceptibly ;  for 
so  perfect  will  be  the  equihbrium  and 
the  control,  that  the  measured  use  of 
the  aids  will  inaugurate  a  movement 
that  will  not  require  correction. 
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Leaping. 

The  pupil  should  first  practice  the 
standing  leap,  and  upon  a  well-trained 
horse.  The  horse  standing  at  the  bar 
will  be  induced  to  rise  by  transferring 
the  forces  of  the  fore-hand  back,  and 
by  the  pressure  of  the  legs  will  be 
made  to  spring  forwards. 

As  the  horse  rises  the  rider  will 
bend  slightly  forward,  giving  the  horse 
the  reins.  When  the  horse  leaves  the 
ground  the  rider  should  lean  back,  so 
that  he  may  preserve  his  centre  of 
gravity,  and  by  bringing  his  buttocks 
well  in  under  him  receive  the  shock  in 
the  strongest  possible  seat.  As  the 
hind-legs  of  the  horse  reach  the  ground 
the  rider  will  resume  his  erect  position. 
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Any  bearing  upon  the  stirrups  will 
disturb  the  seat,  and  may  cause  the 
rider  to  fall. 

There  must  be  no  attempt  on  the 
part  of  the  rider  to  lift  the  horse,  and 
when  the  hand  has  played  its  part  of 
conveying  back  the  forces  of  the  fore- 
quarters  it  must  ease  the  tension  of  the 
reins  until  the  fore-feet  of  the  horse 
touch  the  ground,  when  he  will  feel 
the  mouth  to  give  the  horse  such 
support  as  he  may  need  to  recover  the 
equihbrium. 

In  taking  the  flying  leap  the  seat  will 
be  nearly  the  same  as  that  for  the  gal- 
lop; the  rider  will  not  lean  forward  as 
in  the  standing  leap,  for  the  action  of 
the  horse  will  not  require  it,  and  if  he 
swerves  or  refuses  the  rider  should  be 
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sitting  well  back  to  avoid  a  fall.  As 
the  horse  makes  the  exertion  for  the 
jump  the  rider  will  bring  his  breech 
well  under,  lean  back  as  far  as  the 
effort  the  horse  is  about  to  make 
shall  demand,  and  resume  the  position 
for  the  gallop  when  the  horse  alights, 
at  the  same  moment  collecting  him 
for  the  same  speed  with  which  he  ap- 
proached the  leap,  but  taking  care  not 
to  check  him  or  harass  his  movements. 
When  the  horse  takes  the  flying  leap 
he  must  have  the  fullest  Hberty  of  his 
head ;  the  bit  being  used  only  to  direct 
him  to  the  obstacle,  and  its  tension 
released  before  the  horse  rises  in  the 
leap.  The  legs  will  be  carried  in  close 
to  the  sides  of  the  horse  to  support 
him,  but  he  should  be  neither  spurred 
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nor  whipped  at  the  jump,  as  it  dis- 
tracts his  attention  at  a  critical 
moment.  If  he  requires  it  the  horse 
should  be  roused  before  he  comes  upon 
the  ground  where  he  is  to  decide  upon 
his  place  for  taking  off,  and  from  that 
time  he  should  be  left  to  himself  until 
he  receives  the  support  of  the  bridle 
as  his  fore-feet  touch  the  ground.  The 
trick  of  throwing  up  one  arm,  or  of 
giving  a  cry  of  encouragement  to  the 
horse  as  he  rises,  may  work  mischief 
by  causing  him  to  swerve,  but  it  is 
then  too  late  to  offer  him  aid  in  gather- 
ing for  the  leap. 

The  horse  should  not  be  ridden  to  a 
high  leap  at  a  speed  that  extends  him 
too  much.  He  should  not  be  so  flurried 
as  he  approaches  a  wide  leap  that  he 
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cannot  use  his  instincts  for  safety.  If 
a  horse  jumps  in  a  slovenly  manner  he 
should  be  remanded  to  the  school. 


Vices,  Tricks,  and  Faults. 

The  severity  with  which  a  horse  has 
been  punished  for  a  fault  is,  usually, 
the  measure  of  the  violence  with  which 
he  will  repeat  it.  It  is  this  violence 
that  makes  the  horse  so  dangerous  in 
his  rebellion,  for  until  he  loses  his 
reason  he  will  take  care  not  to  injure 
himself,  and  so  in  a  measure  protects 
his  rider.  Few  young  horses  are  dan- 
gerous in  their  resistances  until  they 
have  met  with  cruel  treatment.  It  is 
seldom  that  a  colt  in  breaking  will  bolt 
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with  his  rider ;  it  is  usually  the  old 
offender  who  is  guilty  of  this  most 
dangerous  of  vices.  Although  nearly 
every  young  horse  will  rear  at  the 
pressure  of  the  bit,  he  will  seldom  rise 
to  a  dangerous  height,  and  he  soon 
ceases  to  offend  in  that  way.  A  horse 
must  he  corrected  and  put  right,  but 
it  is  never  necessary  to  resort  to  severe 
punishments.  Fortunately  the  horse  is 
an  animal  of  one  idea,  and  when  he  has 
determined  upon  his  line  of  opposition 
he  is  easily  circumvented  and  humbled. 
If  he  refuses  to  turn  to  the  right  he 
will  be  so  intent  upon  opposing  the 
right  rein  that  he  may  be  turned 
around  to  the  left  until  he  is  confused, 
when  he  will  very  gladly  go  in  any 
direction.     If  he  decUnes  to  go  forward 
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he  is  not  prepared  to  resist  a  demand 
for  a  backward  movement,  and  he  will 
soon  tire  of  that  unusual  mode  and 
start  forward  at  the  first  hint  from  his 
rider.  But  a  horse  properly  broken 
and  trained  will  not  be  guilty  of  such 
contumacy,  and  will  not  be  apt  to 
show  the  vices  of  which  I  am  about 
to  speak,  but  for  which  the  rider  must 
be  prepared. 

If  a  horse  bolts  the  rider  should  not 
fatigue  himself  by  taking  a  steady  drag 
upon  the  mouth.  Leaning  back,  with 
the  breech  well  under  him,  and  bearing 
no  weight  in  the  stirrups,  the  rider 
should  take  a  succession  of  pulls  upon 
the  bit,  one  following  the  other  suffi- 
ciently near  to  obtain  cumulative 
effect.     When    the    horse   appears  to 
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yield  to  the  bit,  advantage  should  be 
taken  of  the  moment,  to  prevent  his 
again  extending  himself,  by  increased 
exertions  upon  the  part  of  the  rider, 
whose  power  should  be  reserved  as  far 
as  possible  to  seize  this  opportunity.  I 
know  of  no  way  to  prevent  a  horse 
bolting  ;  by  keeping  his  head  up  with 
the  snaffle-rein  the  rider  will  have 
greater  command  of  the  horse,  but  the 
use  of  severe  bits  will  not  deter  a 
confirmed  bolter  from  indulging  his 
vicious  propensity. 

If  a  horse  rears  the  reins  should  be 
loosened,  and  if  the  rider  require  sup- 
port he  should  seize  the  mane,  without, 
however,  letting  the  reins  drop  from 
his  hands.  The  spurs  should  not  be 
apphed  while  the  horse  is  rising,  but  as 
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he  comes  down  the  legs  of  the  rider 
should  be  closed  to  induce  the  horse 
to  go  forward.  If  the  horse  refuses  to 
go  forward,  the  rider  will  find  the  side 
of  the  mouth  with  which  the  horse  is 
not  prepared  to  resist,  by  drawing  the 
reins  from  right  to  left,  and  holding 
the  rein  of  that  side  low  he  will  pull 
the  horse  around,  aiding  the  hand 
by  the  appKcation  of  the  spur  on  that 
side.  If  when  the  horse  rears  he  sinks 
upon  his  hind-quarters,  the  rider  should 
endeavour  to  leave  the  horse  by  seizing 
the  mane  and  throwing  himself  aside, 
and  although  he  may  not  be  able  to 
clear  himself  of  the  horse  he  will  at 
least  avoid  coming  down  under  the 
saddle. 

If  a  horse  is  shy  at  passing  an  object 
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lie  can  generally  be  made  to  proceed 
by  turning  his  head  away,  and  passing 
him  along  with  the  leg  opposite  to  the 
object,  as  in  traversing.  If  he  is  a 
young  horse,  and  does  not  seem  to 
have  known  fear,  he  will  usually  face 
that  which  has  caused  his  alarm  if  he 
is  allowed  to  take  as  much  room  as  the 
way  offers.  The  rider  should  avoid,  as 
much  as  is  possible,  taking  notice  of 
the  horse's  fright,  as  any  nervousness 
on  the  part  of  the  rider  will  confirm 
the  horse  in  the  opinion  that  there  is 
danger.  If  a  horse  takes  alarm  on  the 
road  at  things  with  which  he  is 
familiar,  it  is  either  through  defective 
eye-sight,  or  because  he  has  found  out 
that  he  can  take  liberties  with  his 
rider.     A  man  of  discretion  wiU  know 
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when  a  horse  should  be  whipped  up  to 
an  object  of  which  there  is  a  pretence 
of  fear,  but  the  horse  must  never  be 
struck  after  he  has  passed  on. 

I  do  not  Hke  a  horse  that  has  low 
action,  for  he  must  trip,  and  he  is 
likely,  sooner  or  later,  to  come  down. 
A  horse  stumbles  when,  through  weak- 
ness, weariness,  or  stiffness  from  age 
and  work,  he  is  not  able  to  recover 
himseK  from  a  trip.  He  usually  bears 
the  evidence  of  his  accident  on  his 
knees. 

A  horse  that  stumbles  from  weakness 
is  not  fit  for  saddle  use.  If  the  rider 
is  unfortunate  enough  to  find  himself 
mounted  upon  a  horse  that  gives  in- 
dications of  being  insecure  upon  his 
feet,  he  should  demand  free  and  lively 
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action,  with  rein  and  legs.  The  horse 
should  not  be  allowed  to  become  in- 
dolent, nor  be  permitted  to  hang  upon 
the  bit.  On  descending  a  hill  the  horse 
must  have  liberty  of  action,  for  if  he 
steps  too  short  he  is  liable  to  come 
down ;  and  a  horse  that  is  checked  has 
not  suflScient  freedom  for  his  safety. 
It  is  after  a  long  day's  work  that  a 
weary  horse  may  for  the  first  time 
stumble,  and  it  is  a  mistaken  idea  of 
kindness  that  induces  the  rider  to  let  a 
horse  take  his  head  upon  such  an  occa- 
sion. The  horse  misses  the  encourage- 
ment of  the  rein  and  the  support  of  the 
leg,  and  is  invited  to  fall.  Besides  it 
is  much  more  fatiguing  for  him  to 
bear  his  burden,  deprived  of  his  usual 
aids,  and  in  drooping  spirits.     Finally, 
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in  case  of  a  fall,  either  of  a  stumbling 
horse,  or  under  any  other  circum- 
stances, the  rider  should  hold  on  to 
the  rein  until  he  is  assured  that  his 
feet  are  free  of  the  stirrups. 
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PAET  IL 

HOW  TO  SCHOOL  A  HOKSE, 


The  Eaely  Education  of  the  Hobse. 

In  order  that  he  may  never  chafe 
against  restraint,  the  horse  should 
never  know  perfect  freedom.  From 
the  hour  he  is  foaled  he  should  be 
accustomed  to  the  sight  of  man,  and 
behef  in  man's  power  should  increase 
with  his  knowledge.  He  must  be 
treated  with  kindness ;  but  indulgence 
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will  spoil  his  temper,  and  he  acquires 
a  contempt  for  the  authority  that  is 
tardily  enforced. 

At  six  months  of  age  the  colt  should 
be  broken  to  follow  with  the  halter, 
and  be  made  to  submit  at  a  time  when 
his  resistance  cannot  have  such  suc- 
cess as  to  encourage  him  in  rebelKon. 
At  two  years  of  age  he  should  be  made 
to  bear  the  saddle  without  repugnance, 
and  to  know  the  effects  of  the  bit.  If 
he  is  intended  for  riding  purposes  he 
should  never  be  put  in  a  bitting- 
machine,  as  all  contrivances  of  that 
kind  teach  him  to  bear  upon  the  hand, 
a  habit  that  is  incompatible  with  per- 
fect manners.  But,  from  the  time 
he  is  two  years  old,  he  should  be 
lunged,   at  intervals   that   will  insure 
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his  retaining  that  which  is  taught 
him,  with  the  cavesson. 

By  the  time  he  is  ready  to  bear  the 
weight  of  the  rider  he  should  be  per- 
fectly familiar  with  the  stable,  and 
should  submit  to  all  the  manipulations 
of  the  groom.  At  three  years  of  age, 
if  he  be  a  well-developed  colt,  he  may 
be  mounted  by  someone  whom  he  well 
knows,  and  induced  to  go  forward  a 
few  steps.  In  all  of  his  previous  edu- 
cation, and  particularly  at  this  junc- 
ture, he  should  be  treated  with  firmness 
but  great  gentleness,  and  he  should  be 
encouraged  by  hand  and  voice  when- 
ever his  conduct  deserves  approval. 

If  he  has  been  treated  as  I  advise, 
he  will  not  be  Ukely  to  show  any 
restiveness    on    the    occasion    of    his 
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being  mounted  for  the  first  time,  and 
the  trainer  will,  perhaps,  never  ex- 
perience any  trouble  with  him.  It  is 
not  improbable  that  upon  the  third  or 
fourth  day  that  he  is  mounted  he  will, 
on  being  taken  beyond  his  usual  limits, 
show  some  disinclination  to  yield  to 
the  wiU  of  the  rider,  and  refuse  to  go 
in  a  direction  for  which  he  has  some 
dislike.  No  violence  should  be  resorted 
to  in  such  a  case,  but  if  he  will  not 
answer  the  bit  and  the  pressure  of  the 
legs,  he  may  be  led  by  some  one  who 
should  be  at  hand  in  these  early  lessons 
to  assist  the  trainer. 

The  snaffle,  alone,  should  be  used  at 
first,  and  the  rider  should  hold  his 
hand  high  or  low,  as  the  horse  bears 
down  or  raises  his  head.     He  should 
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be  ridden  in  this  bit  until  be  readily 
answers  to  it,  and  the  rider  should 
teach  him,  as  early  as  possible,  to  go 
forward  at  the  pressure  of  the  legs. 
No  whip  should  be  carried  in  the  early 
mounted  lessons,  and  in  the  lunging 
on  the  cavesson  the  whip  should  never 
be  used  to  cause  pain. 

If  the  colt  is  naturally  heavy  in  the 
shoulders  he  should  be  made  to  carry 
himseK  light  by  short  pulls  upon  the 
snaffle,  from  below  upwards.  The  ac- 
tive resistance  of  the  mouth  should  be 
overcome  by  gentle  vibrations  of  the 
bit. 

When  he  will  go  quietly  in  the 
snaffle,  and  has  been  made  familiar 
with  the  usual  sights  and  sounds  of 
the  road,   he   may    be   put    into    the 
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double-reined  bridle.  The  snaffle  will 
be  used  to  regulate  the  height  of  the 
head,  and  to  begin  the  changes  of 
direction  :  the  bit  will  be  used  to  teach 
the  horse  to  give  the  jaw  and  to  bring 
in  the  head,  as  I  have  before  de- 
scribed. 

These  bittings  are  never  to  be  aban- 
doned, and  they  must  be  daily  prac- 
tised, so  that  the  horse  will  yield  to 
the  first  demand  of  the  bit. 

When  the  horse  is  obedient  to  the 

bit  he  should  be  made  to  collect  his 

forces  in  equilibrium,  and  he  is  then 

prepared  for  schooling  in  those  higher 

branches  of  his  education  that  are  to 

make   him,    what   is   so   highly  to   be 

desired,  a  trained  horse. 

By  firmness  and  gentleness  the  horse 

5 
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can,  by  means  of  the  system  I  have 
advised,  be  readily  made  quiet  to  ride. 
If  he  becomes  shy  it  will  be  because 
his  vision  is  defective.  A  young  horse^ 
properly  treated,  will  acquire  so  much 
confidence  in  his  master  that  he  will 
face  objects  about  w^hich  he  has  grave 
suspicions.  Each  time  that  he  finds 
his  terror  groundless,  his  fear  of  strange 
objects  will  be  lessened,  and  I  have 
seen  horses,  trained  in  this  w^ay,  that 
would  shy  at  nothing  when  under  the 
saddle. 


The   Pirouettes. 


The  precision  with  wdiich  the  pirou- 
ettes   are    made,   w^ill    determine   the 
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grace  and  facility  with  which  the  horse 
will  execute  all  movements. 

Pirouettes  on  the  Fore-hand, 

The  horse,  saddled  and  bridled,  will 
be  taken  to  some  retired  spot.  The 
riding-school  is,  of  course,  the  best 
place  for  these  lessons,  but  any  smooth 
ground  will  answer,  where  there  is 
nothing  to  distract  his  attention. 

It  is  intended  that  the  horse  shall 

carry  his  croup  around  his  fore-hand, 

the  outside  fore-leg  acting  as  the  pivot 

in  the  movement.      The    trainer  will 

stand  at  the  shoulder  of  the  horse,  and, 

if  the  first  movement  is  to  be  made  to 

the   right,   on    the  near  side    of    the 

horse. 

With  his  left  hand  he  will  take  both 

5  * 
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reins  of  the  curb  at  about  four  inches 
from  the  branch  of  the  bit.  He  will 
then  induce  the  horse  to  give  his  jaw, 
and  to  bring  his  head  into  a  perpen- 
dicular position,  by  drawing  the  reins 
in  gentle  vibrations  towards  the  chest 
of  the  horse,  yielding  the  hand  when- 
ever the  horse  answers  to  the  pressure, 
and  repeating  the  operation  whenever 
the  horse  shows  a  disposition  to  go  out 
of  hand.  With  the  whip  he  will  then 
tap  the  horse  upon  the  rump  until  the 
hind  legs  are  brought  well  under  the 
body.  The  horse  will  then  be  in  a 
position  to  make  a  move  in  any  dii'ec- 
tion  without  any  further  preparation. 

The  horse  being  thus  collected,  the 
trainer  will  give  gentle  taps  of  the 
whip    upon  his   near   Hank,    until   the 


J 
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animal  moves  one  step  to  the  right, 
the  fore-hand  being  held  stationary  by 
the  bit  in  the  left  hand,  and  resistance 
of  that  part  overcome  by  feeling  the 
right  side  of  the  mouth.  As  soon  as 
this  one  step  to  the  right,  by  the 
hind- quarters,  is  taken,  the  taps  of 
the  whip  must  cease,  and  the  horse 
should  be  encouraged,  so  that  he 
may  know  that  his  effort  has  met 
with  approval. 

This  change  of  position  will  throw 
him  out  of  line,  his  off  fore-leg  being 
too  far  in  rear.  By  a  tap  of  the 
whip  upon  the  off  fore-arm  he  will  be 
brought  straight,  and  the  trainer  should 
again  show  his  satisfaction  by  a  kind 
word  or  a  touch  of  the  hand.  Let 
these  proceedings   be  continued  until 
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the  horse  steps  off  promptly  :  but  he 
should  notj  at  first,  take  more  than  one 
step  at  a  time,  and  must  never  be 
permitted  to  volunteer  a  movement. 
After  each  change  of  position  he  is 
to  be  put  straight,  and  he  will  be 
kept  collected  by  the  hand  and  the 
whip. 

The  same  means,  right  and  left 
being  interchanged,  will  teach  him  to 
pass  in  the  opposite  direction. 

These  lessons  should  be  repeated  at 
intervals,  so  that  they  are  not  rendered 
Irksome  or  fatiguing  to  the  horse,  until 
he  will  complete  his  circles,  either 
way,  without  taking  up  the  pivot,  or 
outside  foot. 

These  pirouettes  will  now  be  made 
with  the  rider   in  the  saddle  ;    and  if 
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the  work  on  foot  has  been  faithfully 
performed  the  horse  will  be  well 
advanced  in  his  education. 

Bringing  the  horse  into  equilibrium, 
the  rider  will  play  with  the  right  rein 
of  the  curb  to  destroy  the  resistances 
of  the  shoulder,  and  with  his  left  leg 
will  make  the  horse  carry  the  croup  one 
step  to  the  right.  The  right  leg  of  the 
rider  will  be  held  close  to  the  side  of 
the  horse,  to  limit  the  movement 
to  one  step,  to  prevent  him  moving 
backward,  and  to  assist  the  off  fore-leg 
in  taking  its  place  in  the  new  position. 
Taking  one  step  at  a  time,  the  horse 
will  complete  the  movement  about  the 
near  or  outside  fore-leg,  w^hich  has  been 
the  pivot. 

By  inverse  means,  and  observing  the 
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same  care,  the  reversed  pirouette  will 
be  made  to  the  left. 

When  the  horse  will  make  the  circle 
by  the  one  step  and  the  stop,  with  ease 
and  without  resistance,  he  will  be  made 
to  complete  the  pirouettes  without  the 
stop,  step  by  step ;  his  head  carried 
in  on  the  side  of  the  approaching 
croup.  That  is,  if  the  croup  is  passing 
to  the  right  the  head  will  be  carried  to 
the  right,  to  give  an  easy  and  graceful 
carriage  to  the  horse  in  the  movement. 

Pirouettes  on  the  Croup. 

In  these  movements  the  fore-hand 
will  go  about  the  croup,  the  inner 
hind-leg  being  the  pivot.  To  show  the 
horse  w^hat  is  expected  of  him,  a  few 
lessons  should  be  given  on  foot,  in  the 
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following  manner  : — The  trainer  will 
stand  in  front  of  the  horse,  and,  taking 
a  snaffle-rein  in  each  hand,  in  order  to 
direct  the  fore-hand  and  to  fix  the 
croup,  he  will  lead  the  horse  about,  a 
step  at  a  time,  taking  pains  to  keep 
the  pivot-leg  as  stationary  as  is  possible 
under  such  circumstances. 

He  will  then  mount  the  horse  and 
put  him  in  equilibrium.  With  a  snaffle- 
rein  in  each  hand  he  will,  if  pirouetting 
to  the  left,  draw  the  horse  to  the  left 
with  the  rein  of  that  side,  fixing  the 
croup  with  the  snaffle  in  the  right  hand. 
The  right  leg  will  be  kept  close  to  the 
side  of  the  horse  to  prevent  the  croup 
coming  against  it,  and  to  keep  that 
side  of  the  horse  up  in  its  place  in  the 
movement  if  required.     The  fore-hand 


74  HOW   TO   EIDE 

will  be  brought  about  in  this  way  until 
the  horse's  jDOsition  is  reversed,  and  he 
stands  facing  the  direction  opposite  to 
that  from  which  he  started.  Then  he 
will  be  put  in  line,  the  right  leg  of  the 
rider  being  used  to  bring  up  the  right 
side  of  the  horse.  By  the  assistance 
of  the  aids,  right  and  left  being  ex- 
<jhanged,  the  horse  will  be  practised  in 
the  movement  to  the  right.  In  the 
same  way  the  horse  will  then  be  made 
to  complete  the  circle,  pivoting  on 
the  croup,  to  the  right  and  to  the  left, 
the  outside  leg  being  brought  up  as  the 
balance  requires  its  support.  After  the 
horse  will  perform  these  pirouettes  on 
the  snaffle-bit,  the  curb  will  be  used  at 
the  finish  of  the  movement,  and  then 
the  curb-bit,  the  reins  carried  in  the 
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hand  to  which  the  horse  turns,  will  be 
used.  Finally  the  horse  will  be  made 
to  do  the  pirouettes  to  either  side,  with 
the  curb-reins  carried  in  the  left  hand. 
To  make  the  pirouettes  on  the  haunches 
neatly  and  quickly,  the  forces  of  the 
fore-hand  will  be  well  carried  back,  so 
that  the  horse  will  rise  off  the  ground 
in  making  the  face  about.  The  hind- 
leg  on  the  inside  is  to  be  the  pivot, 
and  the  other  hind-leg  will  be  brought 
up  during  the  movement  to  give  it  the 
finish. 

After  the  horse  has  been  taught  to 
traverse,  and  to  make  the  changes  in 
the  gallop  for  which  these  lessons  have 
prepared  him,  he  will  be  ready  to  make 
the  pirouettes  upon  the  croup  in  action. 
To  this  end  he  will  be  ridden  in  circles, 
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then  in  voltes  or  circles  in  which  the 
croup  follows  an  inner  path  and  the 
fore-hand  an  outer  path  :  the  pirouette 
results  when  the  horse  will  make  the 
vulte  -without  moving  his  hind-legs  awajr 
from  the  pivoting  ground. 


Tk  AVER  SING. 

If  the  reader  has  mastered  all  that 
has  appeared  in  these  pages  to  this 
point,  he  should  be  able  to  make  his 
horse  j)erform  everything  that  is  pos- 
sible to  the  animal.  It  only  remains 
for  me  to  point  out  the  best  manner 
for  obtaining  the  best  effects  in  the 
more  important  movements. 

In  traversing,  or  passing  sideways  to 
the   right   and   to   the   left,  the  horse 
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•should  be  placed  at  siicli  an  angle,  with 
the  line  upon  which  the  movement  is 
directed,  the  shoulders  in  advance  of 
the  croup,  that  his  legs  may  move 
freely,  and  his  carriage  be  light  and 
unconfined.  Suppose  the  horse  is 
standing  perpendicularly  to  the  line  of 
the  movement,  and  it  is  intended  to 
traverse  to  the  right,  the  rider  will 
make  the  croup  pass  one  step  to 
the  left,  which  will  bring  him  into  the 
proper  position  for  traversing  in  the 
opposite  direction.  The  resistance  of 
the  shoulders  will  be  overcome  by  the 
right  rein,  and  the  left  leg  will  cause 
the  horse  to  step  off  to  the  right,  the 
two  aids  demanding  the  position  and 
the  movement,  the  right  leg  being 
ready  to  assist  in  keeping  the  horse  up 
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in  his  place,  and  to  prevent  the  croup 
coming  too  far  to  that  side.  He  must 
be  kept  in  equihbrium  and  at  the  proper 
angle  to  the  line  of  march,  or  the 
movement  will  be  awkward  and  uneven. 
He  will  be  made  to  traverse,  at  a  speed 
not  faster  than  a  w^alk,  in  direct  hues 
and  in  circles,  to  the  right  and  to  the 
left,  taking  care  that  in  the  circles  the 
body  of  the  horse  keeps  the  proper 
angle  at  every  point  in  the  circum- 
ferences. 

He  may  then  be  brought  to  perform 
the  traverse  at  the  jmssage,  which  is  the 
high  step  that  is  produced  by  restraining 
the  advance  of  the  horse,  and  at  the 
same  time  demanding  from  him  in- 
creased action  and  exertion.  The 
horse  being  at  the  trot  in  a  dii'ect  line, 
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the  rider  will  induce  the  action  of  the 
passage  by   the    pressure    of  the   legs, 
alternately    as    the    horse    raises    the 
opposite  fore-leg,    and  by  restraining 
with  the  hand  any  increase  of  speed ; 
then  with  the  direct  rein  and  opposite 
leg  the  horse  will  be  made  to  traverse,, 
the  high  step  of  the  passage  being  re- 
tained in  the  movement  by  accentuating 
the  pressure  of  the  opposite  spur  as  the 
horse  raises  the  fore-leg  on  the  side  to 
which  he  is  passing.     The  heel  of  the 
rider  on  the  side  to  which  the  move- 
ment tends  will  be  used  to  keep  the 
horse  up  to  the  line,  and  to  prevent, 
the  croup  going  over  too  far.     The  re- 
sult should  be   a  regularly   cadenced 
action,  in  which  the   horse  dwells  at 
each  step,  the  effect  of  the  increased 
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pressure  of  the  rider's  leg  being  to  keep 
the  legs  of  the  horse  suspended  for  the 
moment.  But  the  croup  must  not  be 
driven  over  too  far,  and  the  equilibrium 
must  be  observed.  In  traversing  at  the 
passage  the  weight  of  the  horse  is,  at 
each  cadence,  sustained  upon  two  legs 
diagonally  opposed,  w^hile  the  other  two 
are  carried  beyond  them  in  the  direc- 
tion of  the  movement — the  shoulders 
slightly  in  advance  upon  one  path,  the 
croup  in  simultaneous  actions  following 
another  parallel  path.  At  each  step  the 
horse  leaves  the  ground,  and  is  for  the 
moment  in  the  air. 

The  traverse  in  the  gallop  may  be 
obtained  by  similar  means.  The  horse 
being  put  into  the  gallop  on  the  direct 
hue,  and  leading  with  the  legs  of  the 
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side  on  which  the  movement  will  be 
made.  As  the  horse  comes  upon  the 
ground  where  the  traversing  is  to 
begin,  he  will  be  permitted  to  make  one 
false  step  with  the  croup  as  he  takes 
the  position  for  the  traverse,  to  be  cor- 
rected at  the  second  step  in  the  move- 
ment. In  the  same  way  when  he  is 
put  into  the  direct  line  he  will  be  per- 
mitted to  make  one  false  step  with  the 
croup  to  preserve  his  balance,  to  be 
brought  into  the  true  gallop  at  the 
second  step  upon  the  new  Hne. 


Changes  in  the  Gallop. 

It  is  agreed   on   all  sides   that   the 
changes  in  the  gaUop  are  not  only  the 
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most  striking  and  important  of  all  the 
movements,  but  that  in  them  is  also 
found  the  highest  test  of  the  skill  of 
the  rider.  But  hardly  any  two  authori- 
ties have  agreed  upon  the  method  by 
which  this  is  to  be  taught,  and  few  can 
be  found  who  hold  the  same  opinion  as 
to  the  best  manner  of  making  the 
trained  horse  change  in  the  gallop.  I 
have  never  had  any  faith  in  the  method 
so  usually  accepted,  even  by  the  highest 
authority,  of  teaching  the  horse  to 
gallop  by  a  false  method,  to  aftei-wards 
substitute  a  better  one  in  demanding 
his  performance  of  that  pace. 

If  the  fore-hand  of  the  horse  is 
lightened  by  bringing  back  its  forces, 
that  side  will  be  the  lighter  from  which 
we   demand   the   most ;    and  to  make 
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the  horse  lead  with  the  one  side  or  the 
other  is  simply  to  make  the  hand  act 
more  upon  the  side  from  which  we 
desire  the  highest  action.  If,  then  we 
wish  to  gallop  with  the  right  side  of 
of  the  horse  giving  the  extended 
strides,  we  should  make  play  with  the 
bit  upon  that  side  of  his  fore-hand,  and 
bring  his  croup  around  with  the  pres- 
sure of  the  left  leg.  The  horse  will 
then  lead  off  as  desired,  with  his  head 
in  the  proper  position,  and  there  will 
be  nothing  to  correct. 

Although  the  direct  rein  has  been, 
before  this  time,  used  to  teach  the 
gallop,  it  is  for  the  purpose  of  pulling 
the  shoulders  in  so  that  the  horse,  his 
croup    being   brought    around   by    the 

opposite  spur,  will  not  be  able  to  take 

6  * 
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the  extended  step  with  the  outside 
leg.  Although  this  accomplishes  the 
object,  it  gives  cramped  and  ungraceful 
action.  I  heheve  that  the  theory  I 
advance  is  original  with  me,  and  I 
know  that  it  gives  the  best  results^ 
for  it  is  the  method  that  Baucher  and 
other  great  authorities  use  after  the 
horse  has  been  taught  by  some  ruder 
means. 

To  make  a  horse  lead  wdth  a  certain 
side,  therefore,  the  direct  rein  will  make 
play,  supported  by  the  opposing  leg. 

At  first  the  horse  will  be  made  to 
gallop  in  the  line,  then  in  circles, 
gradually  diminishing  in  diameter, 
always  leading  with  the  leg  of  the  side 
to  which  he  is  going.  When  the  horse 
will  answer  to  the  aids,  and  will  lead 
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with  either  leg,  as  may  be  required, 
without  hesitation  or  blundering,  the 
rider  will  turn  him  from  a  circle  to  the 
right  or  the  left,  to  one  on  the  other 
hand,  aj^plying,  quickly  but  without 
violence,  the  hand  as  fche  fore-feet  finish 
the  first  part,  the  leg  as  the  hind-feet 
finish  the  last  part  of  the  gallop  in  the 
•old  direction. 

When  this  has  been  accompKshed 
without  destroying  or  interfering  with 
the  cadences  of  the  gait,  it  will  be  a 
mere  matter  of  practice  to  make  the 
changes  at  any  finished  step  in  the 
direct  hne. 

To  Stop  in  the  Gallop. 

While  it  is  only  in  the  gallop  in 
equilibrium    that    the    horse    can    be 
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brought  to  a  finished  halt,  yet  the  same 
means,  in  a  form  modified  by  the  rider's 
appreciation  of  the  circumstances,  may 
be  effectually  used  to  make  the  horse 
draw  up  in  the  extended  gallop. 

The  horse  being  in  the  best  approxi- 
mate equilibrium,  the  rider  will  bring 
him  to  a  stop  by  leaning  back  and 
pressing  in  his  legs  as  the  hind-legs  of 
the  horse  begin  one  cadence  of  the  gait, 
and  raise  the  hand,  and  bear  upon  the  bit 
as  the  fore-legs  begin  the  next  cadence. 
The  result  will  be  that  the  horse  will 
stop  without  another  cadence,  for  the 
heels  bring  in  and  the  weight  of  the 
body  fixes  the  hind-legs,  and  the  hand 
restrains  and  brings  back  the  forces  of 
the  fore-hand,  and  prevent  the  mass 
advancing.     These  applications  of  the 
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aids  must  be  made  with  celerity  and 
precision,  but  without  violence. 


To  Back. 

In  backing  the  horse  the  offices  of 
the  fore-hand  and  croup  are  inter- 
changed ;  for  now  the  impulsion  comes 
from  the  fore-hand,  and  the  heels 
restrain  and  direct  the  forces  of  the 
croup  upon  the  course. 

Standing  at  the  head  of  the  horse, 
the  trainer  will  bring  him  into  equili- 
brium, taking  care  that  the  shoulders 
and  croup  are  in  a  line.  Then  with  a 
tap  of  the  whip  upon  the  croup  he  mil 
induce  the  beginning  of  a  forward 
movement  from  that  part  by  the  raising 
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of  one  of  the  hind-legs,  but  before 
the  mass  acquires  the  forward  motion 
the  horse  wdll  be  made  to  carry  the 
raised  hind-leg  one  step  in  rear,  by  a 
pressure  upon  the  bit.  He  will  then 
be  collected,  and  made  to  take  one 
other  step  backw^ards  in  the  same 
manner.  The  next  day  he  may  be 
made  to  take  two  consecutive  steps  ; 
and  he  will  be  taught  carefully  and 
without  haste,  until  he  will  move  back 
several  steps  and  still  retain  his  light- 
ness. 

The  rider  will  then  mount  the  horse, 
and,  having  brought  him  into  equili- 
brium, will,  by  a  pressure  of  the  legs,  in- 
duce the  raising  of  one  of  the  hind-legs, 
which  wall  be  carried  back  one  step  by 
a  pressure  of  the  bit.     The  whole  art 
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of  teaching  the  horse  to  back  lies  in 
these  instructions  :  but  the  rider  must 
proceed  cautiously  so  that  the  horse 
will  acquire  the  movement  in  an 
easy  and  light  manner.  Let  him  be 
satisfied  with  a  few  steps  well  done 
each  day,  until  the  horse  acquires 
perfection  in  the  movement.  The  legs 
will  always  be  carried  close  to  the  sides 
of  the  horse  to  keep  him  straight,  and 
to  prevent  the  forces  from  yielding  too 
much ;  the  hand  must  influence  the 
forces  of  the  fore-hand  only  enough  to 
produce  the  backward  motion,  without 
bringing  them  back  so  far  as  to  destroy 
the  equilibrium.  When  the  rider 
wishes  to  stop  the  horse  backing  he 
will  increase  the  pressure  of  the  legs 
and  yield  the  hand  in  some  cadence  of 


90  HOW   TO   EIDE 

the  movement,  and  will  start  the  horse 
forward  in  the  walk  without  coming  to 
a  marked  halt. 

The  horse  may  be  made  to  go  back- 
wards with  the  actions  of  the  trot  or 
the  gallop,  by  the  same  means  that  are 
used  to  make  him  back  in  the  motions 
of  the  walk. 


When  Ladies  Eide. 

All  the  instructions  contained  in 
these  pages,  excej)t  so  far  as  regards 
those  for  gymnastics  and  for  the  seat, 
will  apply  to  ladies,  when  the  w^hip  will 
take  the  place  of  the  right  leg  of  the 
man. 

The    whip    should    be    strong    and 
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straight,  and  the  horse  will  be  trained 
to  answer  to  its  application  in  exactly 
the  same  way  as  to  the  pressure  of 
the  man's  leg. 

It  is  only  necessary  to  say  a  few 
words  about  the  seat.  I  have  no 
improvement  to  suggest  in  a  saddle  by 
a  good  maker,  beyond  remarking  that 
it  must  fit  the  rider,  and  insisting  that 
in  addition  to  the  double  safety- stirrup 
the  leathers  should  hang  from  spring- 
bars  in  the  tree,  the  bar  inclining 
upwards  from  the  front,  so  that  the 
stirrup  may  not  be  detached  in  case 
the  rider  carries  her  left  leg  back,  as 
many  are  in  the  habit  of  doing. 

The  lady  should  so  sit  upon  the  horse 
that  her  weight  will  fall  perpendicularly 
to   the   back  of  the   horse;    her  face 
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directly  to  the  front,  her  shoulders 
drawn  back,  and  her  elbows  held  to 
her  sides.  She  will  permit  her  body, 
from  the  hips  upwards,  to  bend  mth 
the  motions  of  the  horse,  in  order 
that  she  may  preserve  her  balance. 
The  reins  are  to  be  held  in  the  manner 
prescribed  for  men,  the  hand  in  front 
of  the  body,  and  in  a  line  with  the 
elbow.  The  whip  is  to  be  carried 
in  the  right  hand,  with  the  point 
towards  the  ground.  The  horse  should 
never  be  struck  with  the  wdiip  upon  the 
head,  neck,  or  shoulder.  To  apply 
the  aid  upon  those  parts  will  teach  him 
to  swerve,  and  render  him  nervous  at 
the  motions  of  the  rider.  In  a  lady's 
hand  the  whip  simply  takes  the  place 
of  a  spur  for  the  right  side. 
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The  horns  of  the  saddle,  the  super- 
fluous one  at  the  right  being  dispensed 
with,  should  be  of  such  lengths  and 
curvatures  as  will  suit  the  rider. 

The  right  leg  will  hold  the  upright 
horn  close  in  the  bend  in  the  knee,  by 
such  a  pressure  as  the  action  of  the 
horse  or  other  circumstances  will 
dictate. 

The  left  foot  will  be  thrust  into 
the  stirrup  to  the  ball  of  the  foot,  and 
the  heel  will,  as  a  rule,  be  carried 
down  ;  but  when  the  heel  is  elevated 
the  upper  part  of  the  left  knee  should 
find  support  in  the  side-horn,  and  for 
that  end  the  stirrup-leather  will  be 
given  such  a  length  as  will  permit 
this.  By  the  grasp  given  by  the  ele- 
vation of  the  left  knee  from  the  stirrup 
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and  the  embrace  upon  the  upright 
horn  by  the  right  leg,  the  rider 
will  have  as  strong  a  seat  as  her 
strength  can  afford ;  and  with  a 
proper  balance  she  w^ill  not  be  Hkely 
to  find  a  horse  that  will  unseat  her. 

As  a  fall  of  the  horse  is  attended  with 
great  perils  to  a  lady  rider,  she  should 
never  be  mounted  upon  an  animal 
whose  legs  betray  any  weakness,  or 
whose  knees  give  evidence  of  stum- 
bling, or  upon  one  that  is  not  master 
of  her  w^eight.  The  lady  must  see  that, 
in  turning  to  the  right  or  left,  her  horse 
leads  on  the  side  to  which  he  bends, 
and  she  should  carry  her  inside 
shoulder  sHghtly  back  at  the  same 
time,  so  that  the  centre  of  gravity  of 
the  mass  will  be  preserved.     The  leg 
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will  support  the  horse  in  turning  to  the 
right,  the  whip  will  give  support  in 
turning  to  the  left. 

The  lady  who  desires  to  excel  in 
horsemanship  should,  when  an  oppor- 
tunity offers,  witness  the  performance 
of  some  school-rider  of  her  sex.  A 
few  pubKc  lessons  from  such  mistresses 
of  the  art  as  Mademoiselle  Guerra  or 
Mademoiselle  Elise  de  Yienne,  will  be 
of  very  great  advantage. 
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Ansted  (D.  T.)  Water,  and  Water  Supply. 

Chiefly  with  reference  to  the  British  Islands.  Part  I. — 
Surface  Waters.     8vo.      With  Maps.      L^s. 

Archer    (Capt.    J.    H.    Laurence)     Commentaries    on  the 

Punjaub  Campaign — 1848-49,  including  some  additions  to  tho 
History  of  the  Second  Sikh  War,  from  original  sources.  By 
Capt.  J.  H.  Lawrence-Archer,  Bengal  H.  P.     Crown  8vo. 

8s. 


w.  a.  Ai.iKN  Si  Co., 


Aynsloy  (Mrs.)  Our  Visit  to  Hindustan,  Kashmir,  and  Ladakh 

l>y  Mrs.  ,1.  ('.  Mriji;  \v  Avnsi.kv.      Svii.      lis. 
Bernay  (Dr.  A.  J.)  Students'  Chemistry. 

\\o'\\\^  {\\c  S(>vt>ntl»  I'Milion  o\'  Wowachold  OluMuistrv.  or  t)id 
Soioin'o  of  lli>ino  l,it\\  Uv  Ai.nKur  ^.  I>ki{nays.  Ph.  Du. 
F.C\S.,  VvoW  oi'Chvuuswytxnd  Vviw['\ci\\ Chonustry i\t  St. Thomsis* 
Hospit.Ml.  IMtMlirnl.  nwd  Siinjicfil  C'ollo«*o.    Orowti  Svo.     r)s.  Ik}, 

Binning-  (R.  M.)  Travels  in  Persia,  &c. 

•J  M^ls.    Sno.       his. 

Blanchard  (S.)  Yesterday  and  To-day  in  India. 

Hv   SlPNKY    1..VM  AN    iMANiMlAUn.        Tost    SvO,        ()S. 

OoNi  'NTS. — Ontw.'iril  luniml. — 'V\\c  OUl'l'itiiosanil  tlioNow. — . 
IXuueslii*  Life. —  llousi^s  ami  l^ungalows. — hidimi  Servants. — 
TluMut^at  Shoo  ^>iu>stioM.  —  'V\\c  (lanison  Haok — Tho  Lt>ng 
How  in  India.— Mrs.  nnloiinor's  SljipwivoU. — A  'I'ravoller's 
'Vi\\c,  toll  in  a  Park  l>un;j[alo\v. —  rmioli  in  liulia.  —  Anglo- 
Indian  lattM-aturo.  —  I'lwisHnas  in  Imli.a. — 'Vho  Soasons  in 
Oalonlta. — Kaiinors  in  Mu>lin.  —  lloiutward  Inunul. — hiiiia 
as  it  Is. 
Blenkiusopp  (Rev.  E.  L.)  Doctrine  of  Development  in  the 
HiMoand  in  ilu^rinnvli.  l\v  Ukv.  K.  L.  Iw.KNKiNsorr,  M.A., 
lu\'tin- i>t' Sprin;4tliorp,      'Ond  t^lition.      TOnio.      Os. 

Boileau  (.Major-Geueral  J.  T.) 

A  Ni<\v  and  Toniploti*  Sot  o(  TravtMso  TaMos,  showing  the 
DitVoreni'os  ot'  Latitude  and  the  nepartinos  to  ovorv  Minutt>  of 
the  Quadrant  aiiil  to  Five  Places  of  Occinials.  Together  with 
u  Tahlc  o\'  the  Kngths  of  each  Pcgrci^  o\'  Latitude  aiid  corres- 
ponding Pcgroc  o(  Lotigitude  tVoni  the  Ivjuator  to  the  Poles; 
with  otlicr  'Lihlcs  usel'ul  to  the  Surveyor  an*!  Kngiiieer. 
Fourth  I'Mition,  thoroughly  revised  and  corrected  hy  the 
Author.      Koval  S\o.      IvS.     London.  I87t>. 

Boulger  (D.  C.)  Central  Asian  Portraits;  or  tJie  Celebrities 
o(  tlie  Khanates  anil  the  Ncii;hhouring  States.  Hy  Dkmkirivs 
(.'uAinis  Hoi  io»  i:.  M.K.A.S.     Trow n  Svo.     7s.  tul. 

Boulijer  (D.  C.)  The  Life  of  Yivkoob  Be§:.  Athalik  Ghazi  and 
r>adauKt.  Aujccr  of  Ivashgar.  By  PiMKiKirs  Chaules 
r.iH  tcKK.  M  K.A.S.     Svo.     ^Vith  Map  and  Appendix.     10s. 

Bonlirer  (D.  C.)  Eni;:lftiid  aiid  Russia  in  Central  Asia.  With 
Appeuvlices  anvl  Tvvv>  Maps,  ont^  Iving  the  latest  Kussian 
OtUcial  Map  of  Central  Asia.     -  vols.  Svo.     oos. 
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Bowring  (Sir  J.)  Flowery  Scroll. 

A  Cliinesc  Novel.  Translated  and  llliistnitcd  wiLli  Notes  by 
SiJi  .1.  BowiiiNd.  late  H.B.M.  Plenipo.  China.  Post  Hvo. 
lOs.  (id. 

Boyd  (R.  Nelson).     Coal  Mines  Inspection;  Its  History  and 

KesuUs.     8vo.     Ms. 

Bradshaw   (John)   The   Poetical  Works  of   John    Milton, 

with  Notes,  cxiilniialoi-v  and  [ihil(»lo^M(:al.  liy.loiiN  IJiiADSiiAW, 
LIj.I).,  Inspector  of  Schools,  Madras.  2  vol8.,post  <Svo.    I'^s.Od. 

Brandis'  Forest  Flora  of  North- Western  and  Central  India. 

|{y  \Ui.  HiiANDis,  Inspcclor  (Icncral  of  P'orests  to  tlio  (jlovern- 
nient  of  India.     Text  and  IMates.      .ij2   ISs. 

Briggs  (Gen.  J.)  India  and  Europe  Compared. 

Post  yvo.    7s. 

Bright  (W.)  Red  Book  for  Sergeants. 

Fifth  and  Kcvisod  l^ldition,  18.S().  I3y  W.  BiirdiiT,  Colour- 
Sergeant,  'Ml\\  Middlesex  K.V.    Fcap.  interleaved.      Is. 

Browne    (J.  W.)   Hardware ;    How  to  Buy  it  for  Foreign 

Markets.     8vo.     lOs.  Dd. 

Buckle  (the  late  Capt.  E.)  Bengal  Artillery. 

A  Memoir  of  the  Services  of  Ihe  rxMij^'al  Artillery  from  the 
formation  of  liie  (!orj)s.  \\y  the  late;  Cai'T.  l\.  Huoklk,  Assist. - 
Adjut.  (i(!n.  Hen.  Art.  VAll.  by  Siu  J.  \V.  Kayk.  Hvo.  Lond, 
185^2.      lOs. 

Buckley  (R.  B.)  The  Irrigation  Works  of  India,  and  their 

l^'inaiicial  Kesnll.s.  Iiein;^  a  hrief  lli-^tory  and  I  )(!scri[)tion  of 
the  Irrigation  Works  of  India,  and  of  the  L*rolits  and  Losses 
they  have  caused  to  the  State,  liy  rtoiumr  li.  JJijcklky, 
A.M.I.C.E.,  Executive  J^^ngincor  of  the  Piihlie  Works 
Department  of  India.     Hvo.     With  Maj)  and  Appendix,     lis. 

Burke  (P.)  Celebrated  Naval  and  Military  Trials. 

liy  pKTKJt  liiJUKi';,  Serj(!ant-at-Lavv.  Author  of  "Celebrated 
Trials  coiniected  with  the  Aristocracy."    Post  8vo.      10s.  Od. 

Challenge  of  Barletta  (The). 

By  Massimo  D'Azkglio.  Rendered  into  English  ly  Lady 
Louisa  Mauknis.     2  vols.     Crown  Hvo.     Jils. 
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Christmas  (Rev.  H.)  Republic  of  Fools  (The). 

Being  the  History  of  the  People  of  Abclera  in  Thrace,  from 
the  German  of  C.  M.  Von  Wieland.  By  Rev.  Henry  Christ- 
mas, M.A.,  F.R.S.     2  Vols,  crown  8vo.     l'2s. 

Christinas  (Rev.  H.)   Sin :  Its  Causes  and  Consequences. 

An  attempt  to  Investigate  the  Origin,  Nature,  Extent  and 
Results  of  Moral  Evil.  A  Series  of  Lent  Lectures.  By  the 
Rev.  Henry  Christmas,  M.A.,  F.R.S.     Post  8vo.     5s. 

Cochrane,  (John)  Hindu  Law.     20s.     (See  page  12.) 

Collette  (C.  H.)  Henry  VIII. 

An  Historical  Sketch  as  affecting  the  Reformation  in  England. 
By  Charles  Hastings  Collette.     Post  8vo      6s. 

Collette  (C.  H.)  The  Roman  Breviary. 

A  Critical  and  Historical  Review,  with  Copious  Classified 
Extracts.  By  Charles  Hastings  Collette.  2nd  Edition. 
Revised  and  enlarged.     8vo.     5s. 

Cooper's  Hill  College.    Calendar  of  the  Royal  Indian  IJn- 

gineering  College,  Cooper's  Hill.  Published  by  authority  in 
January  each  year.     6s. 

Contents. — Staff  of  the  College  ;  Prospectus  for  the  Year ; 
Table  of  IMarks ;  Syllabus  of  Course  of  Study  ;  Leave  and 
Pension  Rules  of  Indian  Service  ;  Class  and  Prize  Lists  ;  Past 
Students  serving  in  India ;  Entrance  Examination  Papers,  &c. 

Corbet  (M.  E.)  A  Pleasure  Trip  to  India,  during  the  Visit 

of  H.R.H.  the   Prince  of  Wales,  and  afterwards  to  Ceylon. 
By  Mrs.  Corbet.    Illustrated  with  Photos.   Crown  8vo.    7s.  6d. 
Cruise  of  H.M.S.  ''Galatea," 

Captain  H.R.H.  the  Duke  of  Edinburgh,  K.G.,  in  1 8G7— 1868. 
By  the  Rev.  John  Mii.ner,  B.A.,  Chaplain  ;  and  Oswald  W. 
Brierly.  Illustrated  by  a  Photograpli  of  H.R.H.  the  Duke 
of  Edinburgh ;  and  by  Chromo-Lithographs  and  Graphotypes 
from  Sketches  taken  on  the  spot  by  0.  W.  Brierly.  8vo.    16s. 

Danvers  (Fred.  Chas.)  On  Coal. 

With  Reftreuce  to  Screening,  Transport,  cl'c.      8vo.      lOs.  6d. 

Daumas  (E.)  Horses  of  the  Sahara,  and  the  Manners  of  the 
Desert.  I'y  E.  Daumas,  General  of  the  Division  Commanding 
at  Bordeaux,  Senator,  Ac,  clc.  With  Commentaries  by  the 
Emir  Abd-el-Kadir  (Authorized  Edition).     8vo.     6s. 

"Wo  have  rarely  read  a  work  giving  a  more  picturesque  and,  at  llie 
Btme  time,  practical  account  of  tlie  manners  and  customs  of  a  people,  than 
this  book  on  the  Ai'abs  nnd  their  horses." — Edinburgh  Courant. 
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Deis^liton  (K.)  Shakespeare's  King  Henry  the  Fifth. 

AVith  Notes  and  an  liitroductiun.    IJy  i^-  Decghton,  Prindpal 
of  Asjra  Collej]fe.     Ci-owii  8vo.     5s. 


o' 


Destruction  of  Life  by  Snakes,  Hydrophobia,  &c.,  in  Western 

India.     By  an  Ex-Commissioneu.     i'V-ap.     ^^s.  (id. 

Dickins,  (F.  V.)  Chiushingura :  or  the  Loyal  League. 

A  Japanese  liomance.  Translated  by  Frederick  V.  Dickins, 
Sc.B.,  of  the  ]\Iiddle  Temple,  ]5arrister-at-Law.  With  Notes 
and  an  Appendix  containing  a  ^Metrical  Version  of  the  Ballad 
of  Takasako,  and  a  specimen  of  the  Orijiriiial  Text  in  JaiDanescj 
»diaracter.  Illustrated  by  numerous  Engravings  on  Wood, 
drawn  and  executed  by  Japanese  artists  and  printed  ou 
Japanese  paper.     8vo.     10s.  Gd. 

Doran  (Dr.  J.)  "  Their  Majesties  Servants"  : 

Annals  of  the  Englisli  Stage.  Actors,  Authors,  and  Audiences. 
From  Thomas  Betterton  to  Edmund  Kean.  By  Dr.  Doean, 
F.S. A.,  Author  of  "Table  Traits,"  "Lives  of  the  Queens  of 
England  of  the  House  of  Hanover."  &c.     Post  8vo.     6s. 

"Every  page  of  the  work  is  barbed  with  wit,  and  will  make  its  way 

point  foremost provides   entertainment   for  the   most   diners© 

tastes." — Daily  Keivs. 

Drury  (Col.  H.)  The  Useful  Plants  of  India, 

With  Notices  of  their  chief  value  in  Commerce,  Medicine, 
and  the  Arts.  By  Colonel  Heber  Drury.  Second  Edition, 
with  Additions  and  Corrections.     Pioyal  8vo.     16s. 

Edwards  (G.  Sutherland)  A  Female  Nihilist. 

By  Ernest  Lavigne.  Translated  from  tlie  French  by  G. 
Sutherland  Edwards.     Crown  8vo.     9s. 

Edwards'  (H.  S.)  The  Russians  At  Home  and  the  Russians 

Abroad.  Sketches,  Unpolitical  and  Political,  of  Eussian  Life 
under  Alexander  11.  By  H.  Sutherland  Edwauds.  '2  vols., 
Crown  8vo.     '218. 

Eyre,  Major-General  (Sir  V.),  K.C.S.I.,  C.B.  The  Kabul  In- 
surrection of  1841-42.  Revised  and  corrected  from  Lieut. 
Eyre's  Original  Manuscript.  Edited  by  Colonel  G.  B. 
Malleson,  C.S.I.  Crown  8vo.,  with  Map  and  Illustra- 
tions.    9s. 

Fearon  (A.)  Kenneth  Trelawny. 

By  Alec  Fearon.  Author  of  "  Touch  not  the  Kettle." 
2  vols.     Crown  8yo.     21s. 
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Forbes  (Dr.  Duncan)  History  of  Chess. 

From  the  time  of  the  Early  Invention  of  the  Game  in  India, 
till  the  period  of  its  establishment  in  Western  and  Central 
Europe.     By  Duncan  Fokbes,  LL  D.     8vo.     7s,  6d. 

Gazetteers  of  India. 

Thornton,  4  vols.,  8vo.     £'2  16s. 
8vo.     21s. 
(N.W.P.,  &c.)  2  vols.,  8vo.     25s. 

Gazetteer  of  Southern  India. 

With  the  Tenasserim  Provinces  and  Singapore.  Compiled 
from  original  and  authentic  sources.  Accompanied  by  au 
Atlas,  including  plans  of  all  the  principal  tONvns  and  canton- 
ments.    Royal  8vo.  Nvith  4to.  Atlas.     £3  3s. 

Geography  of  India. 

Comprising  an  account  of  British  India,  and  the  various  states 
enclosed  and  adjoining.     Fcap.  pp.  250.     2s. 

Geological  Papers  on  Western  India. 

Including  Cutch,  Scinde,  and  the  south-east  coast  of  Arabia. 
To  which  is  added  a  Summary  of  the  Greology  of  India  gene- 
rally. Edited  for  the  Government  by  Henry  J.  Carter, 
Assistant  Surgeon,  Bombay  Army.  Royal  8vo.  with  folio 
Atlas  of  maps  and  plates;  half-bound.     £2  2s. 

Glyn  (A.  C.)  History  of  Civilization  in  the  Fifth  Century. 
Translated  by   permission  from   the    French  of  A.   Frederic 
Ozanam,  late  Professor  of  Foreign  Literature  to  the  Faculty 
of  Letters  at  Paris.     By  Ashby  C.  Glyn.  B.A.,  of  the  Inner 
Temple,  Barrister-at-Law.     2  vols.,  post  8vo.     £1  Is. 

Golclstucker  (Prof.  Theodore),   The  late.    The  Literary  Re- 
mains of.     A^'ith  a  r^lcmoir.     2  vols.  Svo.     21s. 

Grady  (S.  G.)  Mohamedan  Law  of  Inheritance  &  Contract. 
«vo.      Ms.     (See  p;ige  11.) 

Grady  (S.G.)  Institutes  of  Menu. 
8vo.     12s.     (See  page  11.) 

Graham    (Alex.)    Genealogical  and  Chronological    Tables, 

illustrative  of  Indian  History.     -Uo.      ^s. 

Greene  (F.  V.)  The  Russian  Army  and  its   Campaigns  in 

Turkey  i)i  iis77-l878.  By  F.  V.  Greene,  First  Lieutenant 
in  the  Corps  of  Engineers,  U.S.  Army,  and  lateiy  Military 
Attache  to  the  United  States  Legation  at  St.  Petersburg.  8vo. 
With  Atlas.     o2s.     Second  Edition. 
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Greene  (F.  V.)  Sketches  of  Army  Life  in  Russia. 

Crown  8v().      Us, 

Griffith  (Ralph  T.  H.)  Birth  of  the  War  God, 

A  Poem.  By  Kalidasa.  'L'raiislated  from  the  Sanscrit  into 
Englisli  Verse.     By  ILvlph  T.  H.  Grji'FiTH.     8vo.     5s. 

Hall  (E.  H.)  Lands  of  Plenty,  for  Health,  Sport,  and  Profit. 

British  North  America.  A  Book  for  all  Travellers  and 
Settlers.  By  E.  IlEPrLE  Hall,  F.S.S.  Crown  8vo.,  with 
Maps.     Gs. 

Hall's  Trigonometry. 

The  Elements  of  Plane  and  Spherical  Tripfonometry.  With  an 
Appendix,  containing  the  solution  of  the  Problems  in  Nautical 
Astronomy.  For  the  use  of  Schools.  By  the  Kev.  T.  G. 
Hall,  M.A.,  Professor  of  Mathematics  in  King's  College, 
London.     12mo.     2s. 

Hamilton's  Kedaya. 

A  new  edition,  with  the  obsolete  passages  omitted,  and  a  copious 
Index  added  by  S.  G.  Grady.     8vo.     £l  15s.    (See  page  11.) 

Handbook  of  Refereno  to  the  Maps  of  India. 

Giving  the  Lat.  and  long,  of  places  of  note.   J8mo.  3s.  6d. 

*^*  Thisivlll  he  found  c  valuable  Companion  to  Messrs.  Allen  cf*  Co.'s 

Maps  of  India. 

Harcourt  (Maj.  A.  F.  P.)  Down  by  the  Drawle. 

By  Majuk  a.  F.  p.  Hafcouut,  Bengal  Statf  Corps,  author  of 
"  Kooloo,  Lahoul,  and  Spiti,"  "  The  Shakespeare  Argosy,"  &c. 
2  Yols.  crown  8vo.     21s. 

Holland. 

By  Edmondo  de  Amicis.  Translated  from  the  Italian  by 
Caroline  Tilton.     Crown  Bvo.      10s.  Cd. 

Hough  (Lieut.-Col.  W.)  Precedents  in  Military  Law 

8vo.  cloth.     25s 

Hughes  (Rev.  T.  P.)  I^otes  on  Muhammadanism. 

Second  Edition,  Picvised  and  Enlarged,     Fcap.  8vo.     6s. 

Hutton  (J.)  Thugs  and  Dacoits  of  India. 

A  Popular  Account  of  the  Thugs  and  Dacoits,  the  Hereditary 
Garotters  and  Gang  Piobbers  of  India.  By  James  Hutton, 
Post  8vo.     5s. 
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India  Directory  (The). 

For  the  Guidance  of  Commanders  of  Steamers  and  Saihng 
Vessels.  Founded  upon  the  Work  of  tbe  late  Captain  James 
HOESBURGH,  F.R.S. 

Part  I, — The  East  Indies,  and  Interjacent  Ports  of  Africa 
and  South  America.  Revised,  Extended,  and  Illustrated  with 
Charts  of  Winds,  Currents,  Passages,  Variation,  and  Tides. 
By  Commander  Alfred  Dundas  Taylor,  F.R.G.S.,  Superin- 
tendent of  Marine  Surveys  to  the  Government  of  India.   £1  18s. 

Part  II. — The  China  Sea,  with  the  Ports  of  Java,  Austraha 
and  Japan  and  the  Indian  Archipelago  Harbours,  as  well  as 
those  of  New  Zealand.  Illustrated  with  Charts  of  the  Winds, 
Currents,  Passages,  &c.     By  the  same.     [In  jyrejparation.) 


Indian  and  Military  Law. 

Mahommedan  Law  of  Inheritance,  (tc.  A  Manual  of  the 
Mahommedau  Law  of  Inheritance  and  Contract ;  comprising  the 
Doctrine  of  the  Soonee  and  Sheca  Schools,  and  based  upon  tlie  text 
of  Sir  II.  W.  Macin'aghten's  Principles  and  Precedents,  together 
with  the  Decisions  of  tiie  Privy  Council  and  High  Courts  of  the 
Presidencies  in  India.  For  the  use  of  Schools  and  Students.  By 
Standish  Geove  Grady,  Barrister-at-Law,  Eeader  of  Hindoo, 
Mahommedan,  and  Indian  Law  to  the  Inns  of  Court.    8vo.     14s. 

Hedaya,  or  Guide,  a  Commentary  on  the  Mussulman  Laws, 
translated  by  order  of  the  Governor- General  and  Council  of  Bengal. 
By  Charles  Hamilton.  Second  Edition,  with  Preface  and  Index 
by  SxAJfDiSH  Geoye  Grady.   8vo.   £l]r»s. 

Institutes  of  Menu  in  English.  The  Institutes  of  Hindu 
Law  or  the  Ordinances  of  Menu,  according  to  Gloss  of  CoUucca. 
Comprising  tbe  Indian  System  of  Duties,  Religious  and  Civil, 
verbally  translated  from  the  Original,  with  a  Preface  by  Sir  WiLLlAil 
Jones,  and  collated  with  the  Sanscrit  Text  by  Grates  Chamney 
Haughton,  M.A.,  F.R.S.,  Professor  of  Hindu  Literature  in  the 
East  India  College.  iXew  edition,  with  Preface  and  Index  by 
SiANDisn  G.  Grady,  Ban*ister-at-Law,  and  Reader  of  Hindu, 
Mahommedan,  and  Indian  Law  to  the  Inns  of  Court.  8vo.,  cloth.  128. 

Indian  Code  of  Criminal  Procedure.  Being  Act  X.  of  187J?, 
Passed  by  the  Governor-General  of  India  in  Council  on  the  25th  of 
April,  1872.    Svo.     123. 

Indian  Code  of  Civil  Procedure.  Being  Act  X.  of  1877.  Svo. 
10s. 

Indian  Code  of  Civil  Procedure.  In  the  form  of  Questions 
and  Answers,  with  Explanatory  and  Illustrative  Is'otes.  By 
Angelo  J.  Lewis,  Barrister-at-law.     12mo.     12s.  6d. 
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Indian  Penal  Code.  In  the  Form  of  Questions  and  Answers. 
With  Explanatory  and  Illustrative  Notes.  By  Angelo  J.  Lewis, 
Barrister-at-Law.     Post  8vo.     7s.  6d. 

Hindu  Law.  Principally  with  reference  to  such  portions  of  it 
as  concern  the  Administration  of  Justice  in  the  Courts  in  India. 
By  Sir  TH0>rAS  Strange,  late  Chief  Justice  of  Madras.  2  vols. 
Eoyal  8vo.,  1830.    243. 

Hindu  Law.  Defence  of  the  Daya  Bhaga.  Notice  of  the 
Case  on  Prosoono  Cooniar  Tajore's  WiU.  Judgment  of  the  Judicial 
Committee  of  the  Privy  Council.  Examination  of  such  Judgment, 
By  John  Cochrane,  Barrister-at-Law.     Koyal  8vo.     20s. 

Law  and  Customs  of  Hindu  Castes,  within  the  Dekhan  Pro- 
vinces subject  to  the  Presidency  of  Bombay,  chiefly  affecting  Civil 
Suits.    By  Arthur  Steele.    Koyal  8vo.    £1  Is. 

Moohummudan  Law  of  Inheritance.     (Sccj  page  25.) 
Chart  of  Hindu  Inheritance.     With  an  Explanatory  Treatise, 
By  Almaric  Rtjmsey.     8vo.    6s.  6d. 

Manual  of  Military  Law.  For  all  ranks  of  the  Army,  Militia 
and  Volunteer  Services.  By  Colonel  J.  K.  Pipon,  Assist.  Adjutant 
General  at  Head  Quarters,  &  J.  F.  Collier,  Esq.,  of  the  Inner 
Temple,  Barrister-at-Law.  Third  and  Eevised  Edition.  Pocket 
size.     53. 

Precedents  in  Military  Law  ;  including  the  Practice  of  Courts- 
Martial  ;  the  Mode  of  Conductmg  Trials ;  the  Duties  of  Officers  afc 
Military  Courts  of  Inquests,  Courts  of  Inquiry,  Courts  of  Kequests, 
&c.,  &c.     The  following  are  a  portion  of  the  Contents  :— 

1.  Military  Law.  2.  Martial  Law.  3.  Courts-Martial.  4. 
Courts  of  Inquiry.  5.  Courts  of  Inquest.  6.  Courts  of  Request. 
7.  Forms  of^  Courts-Martial.  8.  Precedents  of  Military  Law. 
9.  Trials  of  Arson  to  Rape  (Alphabetically  arranged.)  10.  Rebellions. 
11.  Riots.  12.  Miscellaneous.  By  Lieut.-Col.  W.  Hough,  late 
Deputy  Judge-Advocate-Greneral,  Bengal  Army,  and  Author  of 
several  Works  on  Courts-Martial.     One  thick  8vo.  vol.     25s. 

The  Practice  of  Courts  Martial.  Bj  Hough  &  Long.  Thick  8vo. 
London,  1825.  263. 

Indian  Criminal  Law  and  Procedure, 

Including  the  Procedure  in  the  High  Courts,  as  well  as  that  in 
the  Courts  not  established  by  Royal  Charter ;  with  Forms  of 
Charges  and  Notes  on  Evidence,  illustrated  by  a  large  number 
of  English  Cases,  and  Cases  decided  in  the  High  Courts  of 
India;  and  an  Appendix  of  selected  Acts  passed  by  the 
Legislative  Council  relating  to  Criminal  matters.  By  M.  H. 
Starling,  Esq.,  LL.B.  &  F.  B.  Constable,  M.A.  Third 
edition.     8vo.     £2  2s. 
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Indian  Infanticide. 

Its  Origin,  Progress,  and  Suppression.  By  John  Cave-Brown, 
M.A.     8vo.     5s. 

Irwin  (H.  C.)  The  Garden  of  India ;  or  Chapters  on  Oudh 

History  and  Affairs.  By  H.  C.  Irwin,  B.A.  Oxon.,  Bengal 
Civil  Service.     8vo.     l*2s. 

Jackson  (Lt.-Col.  B.)         litary  Surveying-,    &     8vo.      Us. 
(See  page  20). 

Jackson    (Lewis  D'A.)    Hydraulic   Manual   and   Working 
Tables,  Hydraulic  and  Indian  Meteorological   Statistics. 

Published  under  the  patronage  of  the  Plight  Honourable  the 
Secretary  of  State  for  India.  By  Lewis  D'A.  Jackson.  8vo. 
28s. 

Jackson  (Lewis  D'A.)  Canal  and  Culvert  Tables. 

Based  on  the  Formula  of  Kutter,  under  a  Modified  Classi- 
fication, with  Explanatory  Text  and  Examples.  By  Lowis 
D'A.  Jackson,  A.M.LC.E.,  author  of  "  Hydraulic  Manual 
and  Statistics,"  &c.     Roy.  Svo.     28s. 

Jackson  (L.  D'A.)  Pocket  Logarithms  and  other  Tables  for 

Ordinary  Calculations  of  Qmuitity,  Cost,  Interest,  Annuities, 
Assurance,  and  Angular  Functions,  obtaining  Results  correct 
in  the  Fourth  figure.     By  Lowis  D'A.  Jackson. 

James  (A.  G  F  Eliot)  Indian  Industries. 

By  A.  G.  F.  Eliot  James,  Author  of  "  A  Guide  to  Indian 
Household  Management,"  &c.     Crown  8vo.     9s. 

CoNTENTo  : — Indian  Afjriculture  ;  Beer  ;  Cacao  ;  Carpets  ;  Cereals  ; 
Chemicals ;  Cinchona  ;  C'olTec  ;  Cotton  ;  Drugs  ;  Dyeing  and  Colouring 
Materials  ;  Fibrous  Substances  ;  Forestry  ;  Hides  ;  Skins  and  Horns  ; 
Gums  and  Kesins  ;  Irrigation;  Ivory;  Mining;  Oils;  Opium;  Paper; 
Pottery  ;  Eyots  ;  Seeds  ;  Silk  ;  Spices  ;  Sugar  ;  Tea  ;  Tobacco  ;  Wood  ; 
Wool.     Table  of  Exports.     Index. 

Jerrold  (Blanchard)  at  Home  in  Paris. 
2  Vols.     Post  .Svo.      KJs. 

Joyner  (Mrs.)  Cyprus :  Historical  and  Descriptive. 

Adapted  from  the  (Termanof  HerrFKANZ  Von  Loher.  With 
much  additional  matter.  J3y  Mrs.  A.  Batson  Joyner. 
Crown  8vo.     With  '2  Maps.     10s.  Od. 
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Kaye  (Sir  J.  W.)  The  Sepoy  War  in  India. 

A  History  of  the  Sepoy  War  in  India,  1857 — 1858.  By  Sir 
John  William  Kaye,  Author  of  "  The  History  of  the  War  in 
Afghanistan.'  Vol.  I.,  8vo.  18s.  Vol.  II.  £1.  Vol.  III.  ^1. 
Contents  OF  Vol.  I. : — Book  I. — Introductory. — The  Con- 
quest of  the  Punjab  and  Pegu.— The  "  Right  of  Lapse."— The 
Annexation  of  Oude.— Progress  of  Englishism.  Book  II. —The 
Sepoy  Army  :  its  Rise,  Progress,  and  Decline.— Early  His- 
tory of  the  Native  Army. — Deteriorating  Influences.— The 
Sindh  Mutinies.— The  Punjaub  Mutinies.  Discipline  of  the 
Bengal  Armv.  Book  III.— The  Outbreak  of  the  Mutiny. — 
Lord  Canning  and  his  Council. — The  Oude  Administration  and 
■he  Per.-^ian  War.— The  Rising  of  the  Storm.— The  First 
Mutiny.— Progress  of  Mutiny.— Excitement  in  Upper  India  — 
Bursting  of  the  Storm. — Appendix. 

Contents  of  Vol  II. :— Book  IV.— The  Rising  in  tfie 
North-west. -The  Delhi  History.- The  Outbreak  at  Meerut. 
—The  Seizure  of  Delhi.— Calcutta  in  ]\Iay.— Last  Days  of 
General  Anson.— The  March  upon  Delhi.  Book  V.— Pro- 
gress of  Rebellion  in  Upper  India— Benares  and  Alla- 
habad.—Cawnpore. — The  March  to  Cawnpore.— Re-occupation 
of  Cawnpore.  Book  VL— The  Punjab  and  Delhi.— First 
Conflicts  in  the  Punjab.— Peshawur  and  Rawul  Pinder.— Pro- 
gress of  Events  in  the  Punjab.— Delhi.— First  Weeks  of  the 
Siege.— Progress  of  the  Siege.— The  Last  Succours  from  the 
Punjab. 

Contents  of  Vol  III. :— Book  VII. —Bengal,  Behar, 
AND  the  North-west  Provinces. — At  the  Seat  of  Govern- 
ment.— The  Insurrection  in  Behar.— The  Siege  of  Arrah. — 
Behar  and  Bengal.  Book  VIIL— Mutiny  and  Rebellion 
IN  THE  North-west  Provinces. — Agra  in  ]May.— Insurrec- 
tion in  the  Districts.— Bearing  of  the  Native  Chiefs.— Agra  in 
June,  July,  August  and  September.  Book  IX.— Lucknow 
AND  Delhi.— Rebellion  in  Oude.- Revolt  in  the  Districts.— 
Lucknow  in  June  and  July.— The  siege  and  Capture  of  Delhi. 

Kaye  (Sir  J.  W.)  History  of  the  War  in  Afghanistan. 

New  edition,     o  Vols.     Crown  8vo.     £1.  Os. 

Kaye  (Sir  J.  W.)  H.  St.  G.  Tucker's  Life  and  Corrsspondence. 

8vo.      JOs. 
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Kaye  (Sir  J.  W.)  Memorials  of  Indian  Governments. 

By  H.  St.  George  Tucker.     8vo.     lOs. 

Keating^e  (Mrs.)  English  Homes  in  India. 

By  Mrs.  Keatixgk.  Part  I. — The  Three  Loves.  Part  II. — 
The  Wrong  Taming.     Two  vols.,  Post  8vo.     IGs. 

Keene  (H.  G.)  Mogul  Empire. 

From  the  death  of  Aiirungzeb  to  the  overthro\Yof  the  Mahratta 
Power,  by  Henry  George  Keene,  B.C.S,  Second  edition. 
With  Mnp.     8vo.     10s.  Od. 

This  Work  fills  up  a  blank  beUveen  the  fudinr/  of  ElpJilustones 
and  the  commencement  of  Thorntons  Histories. 

Keene  (H.  G.)  Administration  in  India. 

Post  Bvo.     5s, 

Keene  (H.  G.)  Peepul  Leaves. 

Poems  written  in  India.     Post  8vo.  5s. 

Keene  (H.  G.).     The  Turks  in  India. 

Historical  Chapters  on  the  Administration  of  Hindostan  by 
the  Chugtai  Tartar,  Babar,  and  his  Descendants.    12s.  6d. 

Latham  (Dr.  R.  G.)  Eussian  and  Turk, 

From  a  (Tengraiihical,  Ethnological,  and  Historical  Point  of 
View.     8vo.      18s. 

Laurie  (Col.  W.  F.  B.)  Our  Burmese  Wars  and  Relations 

^vith  Burma.  With  a  Summary  of  Events  from  182(>  to 
1879,  including  a  Sketch  of  King  Theebau's  Progress.  With 
various  Local,  Statistical,  and  Commercial  Information.  By 
Colonel  W.  F.  B.  Laurie,  Author  of  *'  Ilancfoon,"  "Narrative 
of  the  Second  Burmese  War,"cl'c.  8vo.  With  Plans  and  IMop. 
ICs. 

Lee  (F.  G.)  The  Church  under  Q,ueen  Elizabeth. 

An  Historical  Sketch.  By  the  Bev.  F.  G.  Lee,  D.D.  Two 
Vols.,  Crown  8vo.     i>ls. 

Lee  (F.  G.)  The  Words  from  the  Cross:  Seven  Sermons 
for  Lent,  Passion-Tide,  and  Holy  Week.  By  the  Eev.  F.  G. 
Lee,  D.D.     Third  edition  revised.     Fcap.     3s.  6d. 

Lee's  (Dr.  W.  N.)  Drain  of  Silver  to  the  East. 

Post  8vo.     8s. 


13,  Waterloo  Place,  Pall  Mall.  17 


Le  Messurier  (Maj.  A.)  Kandahar  in  1879. 

Being   tlic   Diary   of  Major  Le   Messurier,   R.E.,    Brigade 
i\Iajor  1\.E.  with  the  (iuotta  Cohimn.     Crown  8vo.     8s. 

Lewin  (T.  H.)  Wild  Races  of  the  South  Eastern  Frontier  of 

India.  Inchidiiig  an  Account  of  the  Loshai  Country.  By  Capt. 
T.  H.  Lewin,  Dep.  Comm.  of  Hill  Tracts.    Post  8vo.  10s.  6d. 

Lewis  (A.  J.)  Indian  Penal  Code, 

In  the  Form  of  Questions  and  Answers.  With  Explanatory 
and  Illustrative  Notes.  ByANGELO  J.  Lewis.   Post  8vo.  7s.  6d. 

Lewis  (A.  J.)  Indian  Code  of  Civil  Procedure. 

In  the  Form  of  Questions  and  Answers.  With  Explanatory 
and  Illustrative  Notes.  By Anuelo  J.Lewis.  PostSvo.   12s.6d. 

Leyden  and  Erskine's  Baber. 

Memoirs  of  Zeiiir-ed-Din  Muhammed  Baber,  Emperor  of 
Hindustan,  written  by  himself  in  the  Jaghatai  Turki,  and 
translated  partly  by  the  late  John  Leyden,  Esq.,  M.D.,  and 
partly  by  William  Erskine,  Esq.,  with  Notes  and  a  Geo- 
graphical and  Historical  Introduction,  together  with  a  Map  of 
the  Countries  between  the  Oxus  and  Jaxartes,  and  a  Memoir 
regarding  its  construction.  By  Charles  Waddington,  of  the 
East  India  Company's  Engineers.    4to.   Lond.  1826.    £1  5s. 

Liancourt's  and  Pincott's  Primitive  and  Universal  Laws  of 

the  Formation  and  development  of  language  ;  a  Rational  and 
Inductive  System  founded  on  the  Natural  Basis  of  Onomatops. 
Svo.     l'2s.  hd. 

Lockwood  (Ed.)  Natural  History,  Sport  and  Travel. 

By  Edward  Lockwood,  Bengal  Civil  Service,  late  Magistrate 
of  Monghyr.     Crown  Svo.    With  numerous  Illustrations.     9s. 

Lovell    (Vice-Adm.)    Personal   Narrative   of  Events  from 

1799  to  1815.  With  Anecdotes.  By  the  late  Vice-Adm.  V/m. 
Stanhope  Lovell,  R.N. ,  K.H.  Second  edition.  Crown  Svo.  4s. 

McBean  (S.)  England,  Egypt,  Palestine  &  India  by  Railway. 

Popularly  Explained.     Crown  ■'^vo.,  with  a  coloured  Map.     4s. 

MacGrregor  (Col.  C.  M.)    Narrative  of  a  Journey  through 

the  Province  of  IQiorassan  and  on  the  N.  W.  Frontier  of 
Aff^hanistan  in  1875.  By  Colonel  C.  M.  MacGregoe, 
C.S.I.,  CLE.,  Bengal  Staff  Corps.  2  vols.  8vo.  W^ith 
mai>  and  numerous  illustrations.     30s. 
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Maggs  (J.)  Round  Europe  with  the  Crowd. 
Crown  8vo.     5s. 

Magenis  (Lady  Louisa)  The  Challenge  of  Barletta.  By  Mas- 
simo D'Azeglio.  Rendered  into  English  by  Lady  Louisa 
Magenis.     2  vols.,  crown  8vo.     21s. 

Malleson  (Col.   G.   B.)   Final  French  Struggles  in  India 

and  on  the  Indian  Seas.  Including  an  Account  of  the 
Capture  of  the  Isles  of  France  and  Bourbon,  and  Sketches 
of  the  most  eminent  Foreign  Adventurers  in  India  up  to 
the  period  of  that  Capture.  With  an  Appendix  containing 
an  Account  of  the  Expedition  from  India  to  Egypt  in  1801. 
By  Colonel  G.  B.  Malleson,  C.S.I.     Crown  Svo.     10s.  6d. 

Malleson    (Col.   G.  B.)    History   of   the    Indian    Mutiny, 

1857-1858,  commencing  from  the  close  of  the  Second 
Volume  of  Sir  John  Kaye's  History  of  the  Sepoy  War. 
Vol.  I.     8vo.     With  Map.     20s. 

Contents.  Book  VII. — Calcutta  in  May  and  June. — 
William  Tayler  and  Vincent  Eyre. — How  Bihar  and  Calcutta 
were  saved.  Book  VIII. — Mr.  Colvin  and  Agra. — Jhansi 
and  Bandalkhand. — Colonel  Durand  and  Holkar. — Sir  George 
Lawrence  and  Rajputana. — Brigadier  Polwhele's  great  battle 
and  its  results. — Bareli,  Rohilkhand,  and  Farakhabad.  Book 
IX. — The  relation  of  the  annexation  of  Gudh  to  the  Mutiny. 
— Sir  Henry  Lawrence  and  the  Mutiny  in  Gudh. — The  siege 
of  Lakhnao. — The  first  relief  of  Lakhnao. 

Vol.  II. — Including  the  Storming  of  Delhi,  the  Relief 
of  Lucknow,  the  Two  Battles  of  Cawnpore,  the  Campaign 
in  Hohilkhand,  and  the  movements  of  the  several  Columns 
in  the  N.W.  Provinces,  the  Azimgurh  District,  and  on  the 
Eastern  and  South-Eastem  Frontiers.  Svo.  With  4  Plans. 
20s. 

Vol.  hi. 
Book  XIII. — Bombay  in  1857.  Lord  Elphinstone.  Mai'ch 
of  Wocdburn's  Column.  Mr.  Seton-Karr  and  the  Southern 
Maratha  Country.  Mr.  Forjett  and  Bombay.  Asirgarh.  Sir 
Henry  Durand.  March  of  Stuart's  Column.  Holkar  and  Durand. 
Malwa  Campaign.  Haidarabad.  Major  C.  Davidson  and  Salar 
Jang.     Sagar  and  Narbadi  Territory. 

Book  XIV. — Sir  Robert  Hamilton  and  Sir  Hugh  Rose.  Cen- 
tral India  Campaign.  Whitlock  and  Kirwi.  Sir  Hugh  Rose 
and  Gwaliar.     Le  Grand  Jacob  and  Western  India. 
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Book  XV. — Lord  Canning's  Otidh  polic}-.  Last  Campaign 
in,  and  pacification  of,  Oudh.  Sir  Robert  Napier,  Smith,  Michell, 
and  Tantia  Topi. 

Book  XVI.— Civil  Districts  during  the  Mutiny.  Minor 
Actions  at  Out-stations. 

Book  XVII.— Conclusion.     8vo.     With  Plans.     20s. 

Malleson  (Col.  G.  B.)  History  of  Afghanistan,  from  the 
Earliest  Period  to  the  Outbreak  of  the  War  of  1878.  8vo. 
2nd  Edition.     With  Map.     IBs. 

Malleson  (Col.  G.  B.)  Herat :    The  Garden  and  Granary  of 

Central  Asia.     With  Map  and  Index.     Svo.     8s. 

Manning  (Mrs.)  Ancient  and  Mediaeval  India. 

Being  the  History,  Religion,  Laws,  Caste,  Manners  and 
Customs,  Language,  Literature,  Poetry,  Philosophy,  Astronomy, 
Algebra,  ^Medicine,  Architecture,  Manufactures,  Commerce, 
&c.,  of  the  Hindus,  taken  from  their  writings.  Amongst  the 
^.vorks  consulted  and  gleaned  from  may  be  named  the  Rig  Veda, 
Sama  Veda,  Yajur  Veda,  Sathapatha  Brahmana,  Bhagavat 
Gita,  The  Puranas,  Code  of  Manu,  Code  of  Yajnavalkya, 
Mitakshara,  Daya  Bhaga,  Mahabharata,  Atriya,  Charaka, 
Susruta,  Ramayana,  Raghu  Vansa,  Bhattikavya,  Sakuntala, 
Vikramorvasi,  Malati  and  Madhava,  Mudra  Rakshasa,  Ratna- 
vali,  Kuraara  Sambhava,  Prabodha,  Chandrodaya,  Megha  Duta, 
Gita  Govinda,  Panchatantra,  Hitopadesa,  Katha  Sarit,  Sagara, 
Ketala,  Panchavinsati,  Dasa  Kumara  Charita,  &c.  By  Mrs. 
Manning,  with  Illustrations.     2  vols.,  8vo.    30s. 

Marvin  (Chas.)  Colonel  Grodekoff' s  Ride  from  Samarcand  to 

Herat,  through  Balkh  and  the  Uzbek  States  of  Afghan  Turke- 
stan. With  his  own  March-route  from  the  Oxus  to  Herat, 
By  Charles  Marvin.     Crown  Svo.     With  Portrait.     8s. 

Mayhew  (Edward)  Illustrated  Horse  Doctor. 

Being  an  Accurate  and  Detailed  Account,  accompanied  by 
more  than  400  Pictorial  Representations,  characteristic  of  the 
various  Diseases  to  which  the  Equine  Race  are  subjected; 
together  with  the  latest  Mode  of  Treatment,  and  all  the  re- 
quisite Prescriptions  written  in  Plain  English.  By  Edward 
Mayhew,   M.R.C.V.S.     Svo.     18s.  6d. 

Contents. — The  Brain  and  Nervous  System. — The  Eyes.— 
The  Mouth.— The  Nostrils.—Tlie  Throat.— The  Chest  and  its 
contents.— The    Stomach,    Liver,    &c.— The   Abdomen.— The 
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Urinary  Organs. — The   Skin. — Specific  Diseases. — Limbs.— 

The  Feet. — Injuries. — Operations. 

"The  book  contains  nearly  600  pages  of  valuable  matter,  which 
reflects  great  credit  on  its  author,  and,  owing  to  its  practical  details,  the 
result  of  deep  scientific  research,  deserves  a  place  in  the  library  of  medical, 
veterinary,  and  non-professional  readers." — Field. 

"  The  book  furnishes  at  once  the  bane  and  the  antidote,  as  the 
drawings  show  the  horse  not  only  suffering  from  every  kind  of  disease,  but 
in  the  different  stages  of  it,  while  the  alphabetical  summary  at  the  end  gives 
the  cause,  symptoms  and  treatment  of  each." — Illustrated  London  Zfews. 

Mayhew  (Edward)  Illustrated  Horse  Management. 

Containing  descriptive  remarks  upon  Anatomy,  Medicine, 
Shoeing,  Teeth,  Food,  Vices,  Stables ;  likewise  a  plain  account 
of  the  situation,  nature,  and  value  of  the  various  points ; 
together  with  comments  on  grooms,  dealers,  breeders,  breakers, 
and  trainers  ;  Embellished  with  more  than  400  engravings 
from  original  designs  made  expressly  for  this  work.  By  E. 
Mavhew.  a  new  Edition,  revised  and  improved  by  J.  1. 
LuPTON.  M.R.C.V.S.     8vo.  12s. 

Contents. — The  body  of  the  horse  anatomically  considered. 
Physic. — The  mode  of  administering  it,  and  minor  operations. 
Shoeing. — Its  origin,  its  uses,  and  its  varieties.  The  Teeth. 
— Their  natural  growth,  and  the  abuses  to  which  they  are  liable. 

Food. — The  fittest  time  for  feeding,  and  the  kind  of  food 
which  the  horse  naturally  consumes.  The  evils  which  are 
occasioned  by  modern  stables.  The  faults  inseparable  from 
stables.  The  so-called  "  incapacitating  vices,"  which  are  the 
results  of  injury  or  of  disease.  Stables  as  the}  should  be. 
Gkooms. — Their  prejudices,  their  injuries,  and  their  duties. 
Points. — Their  relative  importance  and  where  to  look  for  their 
development.  Breeding. — Us  inconsistencies  and  its  disap- 
pointments. Breaking  and  Training. — Then-  errors  and 
their  results. 

Mayhew  (Henry)  German  Life  and  Manners. 

As  seen  in  Saxony.  With  an  account  of  Town  Life — Village 
Life — Fashionable  Life — ]Married  Life — School  and  University 
Life,  &c.  Illustrated  with  Songs  and  Pictures  of  the  Student 
Customs  at  the  University  of  Jena.  By  Henry  Mayhew, 
2  vols.,  8vo.,  with  numerous  illustrations.     18s. 

A  Popular  Edition  of  the  above.  With  illustrations.  Cr.  8vo.  7s. 
"Full  of  orio;inal  thought  and  ohscrvation,  and  may  be  studied  with  prO' 
fit  by  both  German  and  Enghsh — especially  by  the  German.".4^Ae/i£&«w. 
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McCosh  (J.)  Advice  to  OfScers  in  India. 

By  John  McCosh,  M.I).     Post  Svo.     8s. 

Meadow  (T.)  Notes  on  China. 

Desultorv  Xotos  on  the  (iovornment  and  People  of  China  and 
on  the  Chinese  Language.     By  T.  T.  Meadows.     8vo.     Os. 
Menzies  (S.)  Turkey  Old  and  New  :  Historical,  Geographical, 

and  Statistical.     By  Stthkklani)  Menzies.     With  Map  and 
numerous  Ilkistrations.     '2  vols.,  Bvo.     32s. 


Military  Works — chiefly  issued  by  the  Government. 

Field  Exercises  and  Evolutions  of  Infantry.    Pocket  edition.  Is. 

Queen's  Kegulations  and  Orders  for  the  Army.       Corrected  to 

1874.     8vo.    38.   6d.     Interleaved,  5s.    6d.     Pocket  Edition,  Is. 

Musketry  Regulations,  as  used  at  Hythe.    Is. 

Dress  Regulations  for  the  Army.     1875.     Is.  Qd. 

Infantry  Sword  Exercise.     1875.     6d. 

Infantry  Bugle  Sounds.     6d. 

Handbook  of  Battalion  Drill.     By  Lieut.  H.  C.  Slack.     Ss  ; 

or  with  Company  Drill,  23.  6d. 
Handbook  of  Brigade  Drill.     By  Lieut.  H.  C.  Slack.     3s. 
Eed   Book   for    Sergeants.      By   William   Bkight,    Colour- 

Sergeaut,  37th  Middlesex  E.V.     Is. 
Handbook  of  Company  Drill ;  also  of  Skirmishing,  Battalion, 

and  Shelter  Trench  Drill.     By  Lieut.  Charles  Slack.     Is. 
Elementary  and  Battalion  Drill.    Condensed  and  Illustrated, 

together  with  duties  of  Company  Officers,  Markers,  &c.,  in  Batta- 
lion.    By  Captain  Malton.     2s.  6d. 
Cavalry   Picgulations.    For  the  Instruction,   Formations,  and 

Movements  of  Cavalry.     Royal  8vo.     4s.  6d. 
Cavalry  Sword,  Carbine,  Pistol  and  Lance  Exercises,  together 

with  Field  Gun  Drill.     Pocket  Edition.    Is. 
Manual  of  Artillery  Exercises,  1873.     8vo.     5s. 
Manual  of  Field  Artillery  Exercises.     1877.     3s. 

Standing  Orders  for  Royal  Artillery.     8vo,     3s. 

Principles  and  Practice  of  Modern  Artillery.     By  Lt.-Col.  C. 

H.  Owen,  R.A.     8vo.    Illustrated.     15s. 
Artillerist's  Manual  and  British  Soldiers'  Compendium.     By 

Major  F.  A.  Geiffiths.     11th  Edition.     5s. 
Compendium  of  Artillery  Exercises — Smooth  Bore,  Field,  and 

Garrison  Artillery  for  Reserve  Forces.  By  Captain  J.  M.  McKenzie. 

38.  6d. 
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Principles  of  Gunnery.  By  John  T.  Hyde,  M.A.,  late  Pro- 
fessor of  Fortification  and  Artillery,  Eoyal  Indian  Military  College, 
Addiscombe.  Second  edition,  revised  and  enlarged.  With  many 
Plates  and  Cuts,  and  Photograph  of  Armstrong  Gun.  Eoyal  8vo. 
14s. 

Notes  on  Gunnery.  By  Captain  Goodeve.  Pvevised  Edition. 
Is. 

Text  Book  of  the  Construction  and  Manufacture  of  Rifled 
Ordnance  in  the  British  Service.  By  Stoney  &  Jones,  Second 
Edition.     Paper,  3s.  6d.,  Cloth,  4s.  6d. 

Handbooks    of    the    9,    16,     and     64-Pounder    E,.    M.    L 

Converted  G-uns.     6d.  each. 
Handbook  of  the  9  and  10-inch  R.  M.  L.  Guns.     Od.  each. 
Handbook  of  40-Pounder  B.  L.  Gun.    Qd. 

Handbooks  of  9-inch  Rifle  IMuzzle  Loading  Guns  of  12  tons, 
and  the  10-inch  gun  of  18  tons.     6d.  each. 

Treatise  on  Fortification  and  Artillery.  By  Major  Hectoe 
Steaith.  Revised  and  re-arranged  by  Thomas  Cooe:,  E.N.,  by 
John  T.  Hyde,  M.A.  7th  Edition.  Eoyal  8vo.  llhistrated  and 
Four  Hundred  Plans,  Cuts,  «&:c.    £2  23. 

Military  Surveying  and  Field  Sketching.  The  Various 
Methods  of  Contouring,  Levelling,  Sketching  without  Instruments, 
Scale  of  Shade,  Examples  in  Military  Drawing,  &c.,  &c.,  &c.  Aa  at 
present  taught  in  the  Military  Colleges.  By  Major  W.  H.  Eichaeds, 
55th  Eegiment,  Chief  Garrison  Instructor  in  India,  Late  Instruc- 
tor in  Mihtary  Surveying,  Eoyal  Mihtary  College,  Sandhurst. 
Second  Edition,  Eevised  and  Corrected.     123. 

Treatise  on  Military  Surveying  ;  including  Sketching  in  the 
Field,  Plan-Drawing,  Levelling,  Military  Eeconnaissance,  &c.  By 
Lieut.-CoL  Basil  Jackson,  late  of  the  Eoyal  Staff  Corps.  The 
Fifth  Edition.     Svo.     Illustrated  by  Plans,  &c.     14s. 

Instruction  in  Military  Engineering.     Vol.  1.,  Part  III.     4s. 

Elementary  Principles  of  Fortification.  A  Text-Book  for 
Military  Examinations.  By  J.  T.  Hyde,  M.A.  Eoyal  Svo.  \Vith 
numerous  Plans  and  lUustratious.     10s.  Gd. 

Military  Train  Manual.     Is. 

The  Sappers'  Manual.  Compiled  for  the  use  of  Engineer 
Yolunteer  Corps.  By  Col.  W.  A.  Feankland,  E.E.  With 
numerous  Illustrations.     2s. 

Ammunition.  A  descriptive  treatise  on  the  different  Projectiles 
Charges,  Fuzes,  Eockets,  &c.,  at  present  in  use  for  Land  and  Sea 
Service,  and  on  other  war  stores  manufactured  iu  the  Eoyal 
Laboratory.     6s. 

Hand-book  on  the  Manufacture  and  Proof  of  Guripowder.  as 
carried  on  at  the  Eoyal  Gunpowder  Factory,  "Waltham  Abbey.   Sa. 
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Regulations  for  the  Training  of  Troops  for  service  in  the  Field 

and  for  the  conduct  of  Peace  Manoeuvres.     28. 
Hand-book  Dictionary  for  the  Militia  and  Volunteer  Services, 

Containing  a  variety  of  useful  information,  Alphabetically  arranged. 

Pocket  size,  38.  6d. ;  by  post,  3s.  8d. 

Gymnastic  Exercises,  System  of  Fencing,  and  Exercises  for 
the  Kegulation  Clubs.     In  one  volume.     Crown  8vo.     1877.     28. 

Army  Equipment.  Prepared  at  the  Topographical  and 
Statistical  Department,  War  Office.  By  Col.  Sir  Heney  James, 
R.E.,  F.R.S.,  &c..  Director. 

Paet.  \.— Cavalry.     Compiled  by  Lieut.  H.  M,  Hoziee,  2nd  Life 

Gxmrds.     Royal  8vo.     4s. 
Pakt  ^.—Military  Train.      Compiled  by  Lieut.  H.  M.  Hoziee, 

2nd  Life  Guards.     Royal  8vo.     2s.  6d. 
Paet   b.  — Infantry.       Compiled  by   Capt.  F.    Maetin  Petrie, 

Royal  8vo.     With  Plates.     5s. 
Paet  6.—  Commissariat.     Compiled  by  Lieut.  H.  M.  Hoziee,  2nd 

Life  Guards.     Royal  8vo.     Is.  6d. 
Paet  7. — Hospital  Service.     Compiled  by  Capt.  Maetin  Peteib. 

Royal  8vo.     With  Plates.     5s. 

Text-Book  on  the  Theory  and  Motion  of  Projectiles  ;  the  His- 
tory, Manufacture,  and  Explosive  Force  of  Gunpowder ;  the  History 
of  Small  Arms.     For  Officers  sent  to  School  of  Musketry.     Is.  6d. 

Notes  on  Ammunition.     4th  Edition.     1877.     Qs.  6d. 

Eegulations  and  Instructions  for  Encampments.     6d. 

Eules  for  the  Conduct  of  the  War  Game.     2s. 

Medical  Regulations  for  the  x\rmy.  Instructions  for  the  Army, 
Comprising  duties  of  Officers,  Attendants,  and  Nui'ses,  &c.  Is.  6d. 

Purveyors'  Regulations  and  Instructions,  for  Guidance  of 
Officers  of  Purveyors'  Department  of  the  Army,     3s. 

Priced  Vocabulary  of  Stores  used  in  Her  Majesty's  Service.  4s. 

Transport  of  Sick  and  Wounded  Troops.  By  Dr.  Longmore.  5s. 

Precedents  in  Military  Law.  By  Lt-Col.  W.  Hough.  8vo.  25s. 

The  Practice  of  Courts-Martial,  by  Hough  &  Long.  8vo.   26s. 

Manual  of  Military  Law.  For  all  ranks  of  the  Army,  INIilitia, 
and  Volunteer  Services.  By  Colonel  J.  K.  Pipon,  and  J.  F.  CoL- 
LiEE,  Esq.      Third  and  Revised  Edition.      Pocket  size.     5s. 

Regulations  applicable  to  the  European  Officer  in  India.  Con- 
taining Staff*  Corps  Rules,  Staff  Salaries,  Commands,  Furlough  and 
Retirement  Regulations,  &c.  I'y  Geoege  E.  Cocheane,  late 
Assistant  Military  Secretary,  India  OHice.    1  vol.,  post  8vo.    7  J.  6d. 


24  W.  H.  Allen  &  Co., 


Reserve  Force;  Guide  to  Examinations,  for  the  use  of  Captains 
and  Subalterns  of  Infantry,  Militia,  and  Rifle  Yolunteers,  and  for  Ser- 
jeants of  Volunteers.     By  Capt.  G-.  H.  G-eeaves.     2nd  edit.     2s. 

The  Military  Encyclopaedia  ;  referring  exclusively  to  the 
Military  Sciences,  Memoirs  of  distinguished  Soldiers,  and  the  Narra- 
tives of  Remarkable  Battles.    By  J.  H.  Stocquilee.     8vo.     129. 

The  Operations  of  War  Explained  and  Illustrated.  By  Col. 
HamIiEY.     New  3*]dition  Revised,  with  Plates.     Royal  8vo.     SOs. 

Lessons  of  War.  As  taught  by  the  Great  Masters  and  Others ; 
Selected  and  Arranged  from  the  various  operations  in  War.  By 
Feance  James  Soady,  Lieut.-Col.,   R.A.     Royal  8vo.    21s. 

The  Soldiers'  Pocket  Book  for  Field  Service.  By  Col.  Sir 
Gtaenet  J.  Wolseley.  2nd  Edition.  Revised  and  Enlarged.  4s.  6d. 

The  Surgeon's  Pocket  Book,  an  Essay  on  the  best  Treatment  of 
Wounded  iu  War.     By  Surgeon  Major  J.  H.  Poetee.     78.  6d. 

A  Precis  of  Modern  Tactics.  By  Colonel  Home.    8vo.    8s.  6d. 

Armed  Strength  of  Austria.    By  Capt.  Cooke.    2  pts.    £1  2s. 

Armed  Strength  of  Denmark.     3s. 

Armed  Strength  of  Piussia.    Translated  from  the  German.  Ts. 

Armed  Strength  of  Sweden  and  Norway.     3s.  6d. 

Armed  Strength  of  Italy.     5s.  6d. 

Armed  Strength  of  Germany.     Part  I.     8s.  6d. 

The  Franco-German  War  of  L^TO — 71.  By  Capt.  C.  H. 
Olaeke.  Vol.  I.  £1  63.  Sixth  Section.  5s.  Seventh  Section 
6s.  Eighth  Section.  3s.  Ninth  Section.  4s,  6d.  Tenth  Section.  6e. 
Eleventh  Section.     5s.  3d.     Twelfth  Section.     4s.  6d. 

The  Campaign  of  1 866  in  Germany.  Royal  8vo.  With  Atlas,  21s. 
Celebrated    Naval  and   Military  Trials.     By  Peter  Burke. 
Post  Svo.,  cloth .    lOs.  6d. 

Military  Sketches.  By  Sir  Lascelles  Wraxall.  Post  Svo.  Cs. 

Military  Life  of  the  Duke  of  Wellington.  By  Jackson  and 
Scott.    2  Vols.  Svo.     Maps,  Plans,  &c.     12s. 

Single  Stick  Exercise  of  the  Aldershot  Gymnasium.     Qd. 

Treatise  on  ^lilitary  Carriages,  and  other  Manufactures  of  the 
Royal  Can-iage  Department.     58. 

Steppe  Campaign  Lectures.     2s. 

Manual  of  Instructions  for  Army  Surgeons.     Is 

E(?gulations  for  Army  Hospital  Corps.     9d. 
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Manual  of  Instructions  for  Non- Com  missioned  Officers,  Army 
Hospital  Corps.     28. 

Handbook  for  Military  Artificers.     3s. 

Instructions  for  the  use  of  Auxiliary  Cavalry.     2s.  Od. 

Equipment  Piegulations  for  the  Army.     5s.  6d. 

Statute  Law  relating  to  the  Army.     Is.  3d. 

Regulations  for  Commissariat  and  Ordnance  Department  2s. 

Regulations  for  the  Commissariat  Department.      Is.  Od. 

Regulations  for  the  Ordnance  Department.     Is.  6d. 

Artillerist's  Handbook  of  Reference  for  the  use  of  the  Royal 
and  Keserve  Artillery,  by  Will  and  Dalton.     Ss. 

An   Essay  on  the  Principles  and   Construction   of   Military 
Bridges,  by  SiB  Howaed  Douglas.    1853.     ISs. 


Mill's  History  of  British  India, 

With  jSotes  and  Continuation.  By  H.  H.  Wilson.  9  vols. 
cr.  8vo.     £2  10s. 

Mitford   (Maj.   R.   C.  W.)    To    Caubul    with  the  Cavalry 

Brigade.  A  Narrative  of  Personal  Experiences  with  the 
Force  under  General  Sir  F.  S.  Roberts,  G.C.B.  With  Map 
and  Illustrations  from  Sketches  by  the  Author.  By  Major  R. 
C.  W.  MiTFORD,  14th  Bengal  Lancers.     8vo.     9s. 

MuUer's  (Max)  Rig-Veda-Sanhita. 

The  Sacred  Hymns  of  the  Brahmins ;  together  with  the 
Commentary  of  Sajanacharya.  Published  under  the  Patron- 
age of  the  Right  Honourable  the  Secretary  of  State  for  India  in 
Council.     6  vols.,  4to.  £2  10s.  per  volume. 

Mysteries  of  the  Vatican ; 

Or  Crimes  of  the  Papacy.  From  the  German  of  Dk.  Theodore 
Greis^nger.     2  Vols,  post  8vo.     21s. 


26  W.  H.  Allen  &  Co., 


Nirgis  and  Bismillali. 

NiRGis ;  a  Tale  of  the  Indian  Mutiny,  from  the  Diary  of  a 
Slave  Girl :  and  Bismillah  ;  or,  Happy  Days  in  Cashmere. 
By  Hafiz  Allard.    Post  8vo.     10s.  6d. 

Notes  on  the  North  Western  Provinces  of  India. 

By  a  District  Officer.     '2nd  Edition.     Post  8vo.,  cloth.     5s. 

CoNTEisTS. — Area  and  Population. — Soils. — Crops. — Irriga- 
tion.— Bent. — Bates. — Land  Tenures. 

Osborne  (Mrs.  W.)  Pilgrimage  to  Mecca  (A). 

By  the  Nawab  Sikandar  Begum  of  Bhopal.  Translated  from 
the  Original  Urdu.  By  Mrs.  Willoughby  Osborne.  Followed 
by  a  Sketch  of  the  History  of  Bhopal.  By  Col.  Willoughby- 
OsBORNE,  C.B.  With  Photographs,  and  dedicated,  by  permis- 
sion, to  Her  Majesty,  Queen  Victoria.    Post  8vo.     £1.  Is. 

This  is  a  highly  important  book,  not  only  for  its  literary  merit,  and  the 
information  it  contains,  but  also  from  the  fact  of  its  being  the  first  work 
written  by  an  Indian  lady,  and  that  lady  a  Queen. 

Owen  (Sidney)  India  on  the  Eve  of  the  British  Conquest. 
A  Historical   Sketch.     By  Sidney  Owen,  M.A.      Header  in 
Indian    Law    and   History   in    the    University   of    Oxford. 
Formerly  Professor  of  History  in  the  Elphinstone  College, 
Bombay.     Post  8vo.     8s. 

Oxenham  (Rev.  H.  N.)  Catholic  Eschatology  and  Univer- 
salism.  An  Essay  on  the  Doctrine  of  Future  Retribution. 
Second  Edition,  revised  and  enlarged.     Crown  8vo.     7s.  6d. 

Oxenham  (Rev.  H.  N.)  Catholic  Doctrine  of  the  Atonement. 

An  Historical  Inquiry  into  its  Development  in  the  Church,  with 
an  Introduction  on  the  Principle  of  Theological  Development. 
By  H.  NuTcoMEE  Oxenham,  M.A.    2nd  Edit.    8vo.     10s.  Od. 

"  It  is  one  of  the  ablest  and  probably  one  of  the  most  charmingly 
written  treatises  on  the  subject  which  exists  in  our  language." — Times. 

Oxenham  (H.  N. )  The  First  Age  of  Christianity  and  the  Church. 

By  Jolm  Ignatius  Dolliiiger,  D.D.,  Professor  of  Ecclesiastical 
History  in  the  University  of  Munich,  &c.,  ^c.  Translated 
from  the  German  bv  Henry  Nutcombe  Oxenham,  M.A.,  late 
Scholar  of  Baliol  College,  Oxford.  Third  Edition.  2  vols. 
Crown  8vo.     18s. 
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Ozanam's  (A.  F.)  Civilisation  in  the  Fifth  Century.     From 

the  Freucli.  Jiy  The  Hon.  A.  C.  Glyn.  '2  Vols.,  post  8vo. 
21s. 

Pebody  (Charles)  Authors  at  Work. 

Francis  JetYrey — Sir  Walter  Scott— Robert  Burns — Charles 
Lamb — li.  B.'  Sheridan— Sydney  Smith— Macaulay— Byron 
Wordsworth — Tom  Moore — Sir  James  Mackintosh.  Post  8vo. 
10s.  Gd. 

Pelly  (Sir  Lewis).    The  Miracle  Play  of  Hasan  and  Husain. 

Collected  from  Oral  Tradition  by  Colonel  Sir  Lewis  Pelly, 
K.C.B.,  K.C.S.I.,  formerly  serving  in  Persia  as  Secretary 
of  Legation,  ancl  Political  Eesident  in  the  Persian  Gulf. 
Eevised,  with  Explanatory  Notes,  by  Arthur  N.  Wol- 
laston,  H.M.  Indian  (Home)  Service,  Translator  of  Anwar- 
i-Suhaili,  &c.     2  Vols,  royal  8vo.     32s. 

Pipon  and  Collier's  Manual  of  Military  Law. 

By  Colonel  J.  K.  Pipon,  and  J.  F.  Collier,  Esq.,  of  the 
Inner  Temple,  Barrister-at-Law.     5s. 

Pollock  (Field  Marshal  Sir  George)  Life  &  Correspondence. 

ByC.  Pu  Low.     8vo.     With  portrait.     18s. 

Pope  (G.  TI.)  Text-hook  of  Indian  History ;  with  Geogra- 
phical Notes,  Genealogical  Tables,  Examination  Questions, 
and  Chronological,  Biographical,  Geographical,  and  General 
Indexes.  For  the  use  of  Schools,  Colleges,  and  Private  Stu- 
dents. By  the  Rev.  G.  U.  Pope,  D.D.,  Principal  of  Bishop 
Cotton's  Grammar  School  and  College,  Bangalore ;  Fellow  of 
the  Madras  University.  Third  Edition,  thoroughly  revised. 
Fcap.  4to.     12s. 

Practice  of  Courts  Martial. 

By  Hough  &  Long.      8vo.     London.     1825.     26s. 

Prichard's  Chronicles  of  Budgepore,  &c. 

Or  Sketches  of  Life  in  Upper  India.  2  Vols.,  Foolscap  8vo.  12s ' 

Prinsep  (H.  T.)  Historical  Results. 

Leducible  from  Recent  Discoveries  in  Affghanistan.  By  H. 
T.  Prinsep.     8vo.     Lond.  1844.     15s. 
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Prinsep  (H.  T.)  Tibet,  Tartary,  and  Mongolia. 

By  Henry  T.  Prinsep,  Esq.     Second  edition.     Post  8vo.     5s. 

Prinsep  (H.  T.)  Political  and  Military  Transactions  in  India. 

^  Vols.     8vo.     London,  1825.      ISs. 

Eaverty  (Major  H.  G)  The  Pus'hto   Manual;  comprising  a 

Condensed  Grammar,  with  Idiomatic  Phrases,  Exercises  and 
Dialogues,  and  Vocabulary.  By  Major  H.  G.  Eaverty, 
Bombay  Army,  Retired  List.     Feap.     5s, 

Richards  (Major  W.  H.)  Military  Surveying,  &c. 

Us.     (See  page  20.) 

Rowe  (R.)  Picked  up  in  the  Streets ;  or,  Struggles  for  Life 

among  the  London  Poor.  By  Eichard  Eowe,  "  Good  Words  "' 
Commissioner,  Author  of  "Jack  Afloat  and  Ashore,"  &c. 
Crown  8vo.     Illustrated.     6s. 

Rumsey  (Almaric)  Moohummudan  Law  of  Inheritance,  and 

Eights  and  Kelations  affecting  it.  Sunni  Doctrine.  Com- 
prising, together  with  much  collateral  information,  the  sub- 
stance, greatly  expanded,  of  the  author's  "  Chart  of  Family 
Inheritance."  By  Almaric  Eumsey,  of  Lincoln's  Inn,  Bar- 
rister-at-Law,  Professor  of  Indian  Jurisprudence  at  King's 
College,  London.  Author  of  "A  Chart  of  Hindu  Family 
Inheritance."     8vo.      12s. 

Rumsey  (Almaric)  A  Chart  of  Hindu  Family  Inheritance. 

Second  Edition,  much  enlarged.     8vo.     (is.  lid. 

Sachau  (Dr.  C.  Ed.)  The  Chronology  of  Ancient  Nations.  An 
English  Version  of  the  Arabic  Text  of  the  Athar-ut  B;lkiya  of 
Albiruni,  or  "  Vestiges  of  the  Past."  Collected  and  reduced 
to  writing  by  the  Author  in  a.h.  390-1,  a.d.  1,000.  Trans- 
lated and  Edited,  with  Notes  and  Index,  by  Dr.  C.  Edward 
Sachau,  Professor  in  the  Eoyal  University  of  Berlin.  Pub- 
lished for  the  Oriental  Translation  Fund  of  Great  Britain  and 
Ireland.     Eoyal  Svo.     42s. 

Sanderson     (G.    P.)     Thirteen    Years    among    the    Wild 

Beasts  of  India ;  their  Haunts    and  Habits,    from  Personal 
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Observation ;  with  an  account  of  the  Modes  of  Capturing  and 
Taming  Wihl  ]  lle[)liants.  By  G.  P.  SANDEiisoN,  Officer  iu 
Cliarge  of  the  Government  Elephant  Keddahs  at  Mysore. 
Witli  v>l  full  page  Illustrations  and  three  Maps.  Second 
Edition.     Fcp.  4to.     £1  5s. 

Sewell  (R.)  Analytical  History  of  India. 

From  the  earliest  times  to  the  Abolition  of  the  East  India 
Company  in  1858.  By  PiOBErt  Sewell,  Madras  Civil  Service. 
Post  8vo.     8s. 

*^*  The  object  of  this  work  is  to  supply  the  want  which  has 
been  felt  by  students  for  a  condensed  outline  of  Indian  History 
which  would  serve  at  once  to  recall  the  memory  and  guide  the 
eye,  while  at  the  same  time  it  has  been  attempted  to  render  it 
interesting  to  the  general  reader  by  preserving  a  medium 
between  a  bare  analysis  and  a  complete  history. 

Shadow  of  a  Life  (The)  A  Girl's  Story. 

By  Beryl  Hope.     3  vols.,  post  Svo.     31s.  6d. 

Sherer  (J.  W.)  The  Conjuror's  Daughter. 

A  Tale.  By  J.  AY.  Sherer,  C.S.I.  With  Illustrations  by 
Alf.  T.  Elwes  and  J.  Jellicose.     Cr.  Svo.    6s. 

Sherer  (J.  W.)  Who  is  Mary  ? 

A  Cabinet  Novel,  in  one  volume.  By  J.  W.  Sherer,  Esq., 
C.S.L     10s.  6d. 

Signer  Monaldini's  Niece. 

A  Novel  of  Italian  Life.     Crown  Svo.     6s. 

Simpson  (H.  T.)    Archaeologia  Adelensis;  or  a  History  of  the 

Parish  of  Adel,  in  the  West  Eiding  of  Yorkshire.  Being 
an  attempt  to  delineate  its  Past  and  Present  Associations, 
Archaeological,  Topographical,  and  Scriptural.  By  Henry 
Traill  Simpson,  M.A.,  late  Eector  of  Adel.  With  nu- 
merous etchings  by  W.  Lloyd  Ferguson.    Eoy.  Svo.    21s. 

Solymos  (B.)  Desert  Life.    Recollections  of  an  Expedition 

in  the  Soudan.  By  B.  Solymos  (B.  E.  Falko:>berg),  Civil 
Engineer.     Svo.     15s. 
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Starling  (M.  H.)  Indian  Criminal  Law  and  Procedure. 

Third  edition.     8vo.     £2  2s.     See  page  ]  2. 

Steele  (A.)  Law  and  Customs  of  Hindu  Castes. 

Br  Akthur  Steele.     Royal  8vo.     £1.   Is.     (^See  page  12.) 

Stent  (G.  C.)  Entombed  Alive, 

And  other  Songs  and  Ballads.  (From  the  Chinese.)  By 
George  Carter  Stent,  M.RA.S.,  of  the  Chinese  Imperial 

■  Maritime  Customs  Service,  author  of  "  Chinese  and  English 
Vocabulary,"  "  Chinese  and  English  Pocket  Dictionary,"  "  The 
Jade  Chaplet,"  &c.     Crown  8vo.    With  four  Illustrations.    9s. 

Stothard  (R.  T.)  The  A  B  C  of  Art. 

Being  a  system  of  delineating  forms  and  objects  in  nature  ne- 
cessary for  the  attainments  of  a  draughtsman.  By  Egbert  T. 
Stothard,  F.S.A.,  late  H.D.S.A.     Fcap.     Is. 

Strange' s  (Sir  T.)  Hindu  Law. 

2  Vols.     Royal  8vo.     18:30.     24s.     (See  page  12.) 

Swinnerton  (Rev.  C.)  The  Afghan  War.     Gough's  Action  at 

habad.  By  the  Rev.  C.  Swinnerton,  Chaplain  in  the 
with  the  First  Division,  Peshawur  Valley  Field  Force. 
Frontispiece  and  Two  Plans.     Crown  Svo.     5s. 

Thomson's  Lunar  and  Horary  Tables. 

For  New  and  Concise  Methods  of  Performing  the  Calculations 
necessary  for  ascertaining  the  Longitude  by  Lunar  Observa- 
tions, or  Chronometers  ;  with  directions  for  acquiring  a  know- 
ledge of  the  Principal  Fixed  Stars  and  finding  the  Latitude  of 
them.    By  David  Thomson.    Sixty-fifth  edit.    Royal  Svo.  10s. 


Thornton's  History  of  India. 

The  History  of  the  British  Empire  in  India,  by  Edward 
Thornton,  Esq.  Containing  a  Copious  Glossary  of  Indian 
Terms,  and  a  Com[)lete  Chronological  Index  of  Events,  to  aid 
the  Aspirant  for  Public  Examinations.  Third  edition.  1  vol. 
8vo.     With  Map.     12s. 

*^*  The  Library  Edition  of  the  above  in  6  volttmes,  Svo.,  may  he 
Tiadf  price  £2  8s, 
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Thornton's  Gazetteer  of  India. 

Compiled  chiefly  from  the  records  at  the  India  Office.  By 
Edward  Thounton.     1  vol.,  8vo.,  pp.  J015.    With  Map.   21s. 

*j^*  The  chief  ohj eels  in  vieiv  in  compiling  this  Gazetteer  are: — 
l*^.  To  fix  the  relative  position  of  the  various  cities,  towns,  and  villaget 

with  as  much  precision  as  possible,  and  to  exhibit  toith  the  greatest 

practicable  brevity  all  that  is  knoion  respecting  them ;  and 
2ndly.  To  note  the  various  countries,  provinces^  or  territorial  divisions^  and 

to   describe   the  physical  characteristics  of  each,  together  with   their 

statistical,  social,  and  political  circumstances. 

To  these  are  added  minute  descriptions  of  the  principal  rivert 
and  chains  of  mountains ;  thus  presenting  to  the  reader,  tvithin  a  brief  com- 
pass, a  mass  of  i) formation  tvhich  cannot  otherioise  be  obtained^  except  from 
a  mftliiplicity  of  volumes  and  manuscript  records. 

The  Library  Edition. 

4  vols.,  8vo.     Notes,  Marginal  References,  and  Map.  £2  16s. 

Thornton  (E.)  Gazetteer  of  the  Punjaub,  Afghanistan,  &c 

Gazetteer  of  the  Countries  adjacent  to  India,  on  the  north- 
Avest,  including  Scinde,  x\ffghanistan,  Beloochistan,  the  Punjaub, 
and  the  neighbouring  States.  By  Edward  Thornton,  Esq. 
2  vols.  8vo.     £1  5s. 

Thornton  (T.)  East  India  Calculator. 

By  T.  Thornton.     8vo.     London,  1823.     10s. 

Thornton  (T.)  History  of  the  Punjaub, 

And  of  the  Rise,  Progress,  and  Present  Condition  of  the 
Sikhs.      By  T.  Thornton.     2  Vols.     Post  8vo.     8s. 

Tilley  (H.  A.)  Japan,  the  Amoor  and  the  Pacific. 

With  notices  of  other  Places,  comprised  in  a  Voyage  of  Circum- 
navigation in  the  Imperial  Russian  Corvette  Ri/nda,  in  1858 — 
18G0.    By  Henry  A.  Tilley.    Eight  Illustrations.    8vo.  16s. 

Tod  (Col.  Jas.)  Travels  in  Western  India. 

Embracing  a  visit  to  the  Sacred  Mounts  of  the  Jains, 
and  the  most  Celebrated  Shrines  of  Hindu  Faith  between 
Rajpootana  and  the  Indus,  with  an  account  of  the  Ancient 
City  of  Nehrwalla.  By  the  late  Lieut.-Col.  James  Tod, 
Illustrations.     Royal  4to.     £'d  os. 

*#*  This  is  a  companion  volume  to  Colonel  Tod^t  JRafasthan, 
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Trimen  (Capt.  R.)  Regiments  of  the  British  Army, 

Chronologically  arranged.  Showing  their  History,  Services, 
Uniform,  &c.  By  Captain  R.  Trimem,  late  35th  Regiment. 
8vo.     lOs.  6d. 

Trotter  (L.  J.)  History  of  India. 

The  History  of  the  British  Empire  in  India,  from  the 
Appointment  of  Lord  Hardinge  to  the  Death  of  Lord  Canning 
(1844  to  1862).  By  Captain  Lionel  James  Trotter,  late 
Bengal  Fusiliers.      2  vols.     8vo.     16s.  each. 

Trotter  (L.  J.)  Lord  Lawrence. 

A  Sketch  of  his  Career.     Fcap.     Is.  6d. 

Trotter  (L.  J.)  Warren  Hastings,  a  Biography. 

By  Captain  Lionel  James  Trotter,  Bengal  H.  P.,  author 
of  a  "  History  of  India,"  "  Studies  in  Biography,"  &c. 
Crown  8vo.     9s. 

Turkish  Cookery  Book  (The). 

A  Collection  of  Receipts  from  the  best  Turkish  Authorities. 
Done  into  English  by  Farabi  Efendi.    12mo.  Cloth.  3s.  Gd. 

Vambery  (A.)  Sketches  of  Central  Asia. 

Additional  Chapters  on  My  Travels  and  Adventures,  and  of  the 

Ethnology  of  Central  Asia.  By  Armenius  Vambery.  8vo.   16s. 

"  A  valuable  guide  on  almost  untrodden  ground."-  -Athenceum. 

Victoria  Cross  (The)  An  Official  Chronicle  of  Deeds  of  Per- 
sonal Valour  achieved  in  the  presence  of  the  Enemy  during 
the  Crimean  and  Baltic  Campaigns  and  the  Indian,  Chinese, 
New  Zealand,  and  African  Wars.  From  the  Institution  of  the 
Order  in  1850  to  1880.  Edited  by  Hobert  W.  O'Bvrne. 
Crown  8vo.     With  Plate.     5s. 

Waring  (E.  J.)  Pharmacopoeia  of  India. 

By  Edward  John  Warint,,  ^LD.,  &c.  8vo.    6s.    (See  page  2.) 

Watson  (M.)    Money. 

By  Jules  Taudieu.  Translated  from  the  French  by  I\Iar- 
garet  Watson.     Crown  8vo.     7s.  6d. 
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Watson  (Dr.  J.  Forbes)  Textile  Manufactures  and  Costumes 

of  the  People  of  India.  As  originally  pre])are(l  inider  the 
Authority  of  the  Secretary  of  State  for  India  in  Council. 
By  J.  Forbes  Watson,  M.A.,  M.D.,  F.U.A.S.,  Reporter  on 
the  Products  of  India.  Folio,  half-morocco.  With  numerous 
Coloured  Photographs.    £3.  5s. 

This  worJc — hy  affording  a  Tcey  to  the  Fashions  of  the  People,  and  to 
the  Cotton,  Silk,  and  Wool  Textiles  in  actual  use  in  India — is  of  special 
interest  to  Manufacltirers,  Merchants,  and  Agents ;  as  also  to  the  Student 
and  lover  of  ornamental  art. 

Watson  (Dr.  J.  F.)  and  J.  W.  Kaye,  Eaces  and  Tribes  of 

Hindostan.  The  People  of  India.  A  scries  of  I'hotographic 
Illustrations  of  the  Races  and  Tribes  of  Hindustan.  Prepared 
under  the  Authority  of  the  Government  of  India,  by  J.  Forbes 
Watson,  and  John  William  Kaye.  The  Work  contains 
about  450  Photographs  on  mounts,  in  Eight  Volumes,  super 
royal  4to.     £2.  5s.  per  volume. 

Webb  (Dr.  A.)  Pathologia  Indica. 

Based  upon  Morbid  Specimens  from  all  parts  of  the  Indian 
Empire.    By  Allan  Webb,  B.M.S.  Second   Edit.    8vo.     14s. 

Wellesley's  Despatches. 

The  Despatches,  Minutes,  and  Correspondence  of  the  Marquis 
Wellesley,  K.G.,  during  his  Administration  in  India.  5  vols. 
8vo.     With  Portrait,  Map,  &c.     £6.  10s. 

This  loork  should  he  jperused  hy  all  who  proceed  to  India  in  the 
Civil  Services. 


Wellington  in  India. 

Military   History  of  the  Duke  of  Wellington  in   India.     Is. 

Wilberforce  (E.)  Franz  Schubert. 

A  Musical  Biography,  from  the  German  of  Dr.  Heinrich 
Kreisle  von  Hellborn.  By  Edward  Wilberforce,  Esq., 
Author  of  ''Social  Life  in  Munich."     Post  8vo.     6s. 


Wilk's  South  of  India. 
o  vols.     4to.     £5.  5s, 
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Wilkins(W.N.)  Visual  Art ;  or  Nature  through  the  Healthy  Eye. 
With  some  remarks  on  Originality  and  Free  Trade,  Artistic 
Copyright,  and  Durability.  I3y  Wm,  Noy  Wilkins,  Author  of 
"Art  Impressions  of  Dresden,"  &c.     8vo.     6s. 

Williams  (F.)  Lives  of  the  English  Cardinals. 

The  Lives  of  the  English  Cardinals,  from  Nicholas  Break- 
speare  (Pope  Adrien  IV.)  to  Thomas  Wolsey,  Cardinal  Legate. 
With  Historical  Notices  of  the  Papal  Court.  By  Folkestone 
AYtlllois.     .2  vols.,  8 vo.     l-ls. 

Williams  (F.)  Life,  &c.,  of  Bishop  Atterhury. 

The  Memoir  and  Correspondence  of  Francis  Atterbury,  Bishop 
of  Piochester,  with  his  distinguished  contemporaries.  Compiled 
chiefly  from  the  Atterbury  and  Stuart  Papers.  By  Folkestone 
Williams,  Autlior  of  "Lives  of  the  English  Cardinals,"  &c., 
•2  vols.  8vo.     14s. 


Williams  (Monier )  Indian  Wisdom. 

Or  Examples  of  the  Pieligious,  Philosophical  and  Ethical 
Doctrines  of  the  Hindus.  With  a  brief  History  of  the  ('hief 
Departments  of  Sanscrit  Literature,  and  some  account  of  the 
Past  and  Present  Condition  of  India,  Moral  and  Intellectual. 
By  MoNiER  WirxiA:\is,  M.A.,  Boden  Professor  of  Sanscrit  in 
in  the  University  of  Oxford.     Third  Edition.     Bvo.      15s. 

Wilson  (H.H.)  Glossary  of  Judicial  and  Eevenue  Terms,  and  of 

useful  Words  occurring  in  Official  Documents  relating  to  the 
Administration  of  the  Government  of  British  India.  From  the 
Arabic,  Persian,  Hindustani,  Sanskrit,  Hindi,  Bengali,  Uriya, 
Marathi.  Guzarathi,  Telugu,  Karnata,  Tamil,  Malayalam,  and 
other  Languages.  Compiled  and  published  under  the  autho- 
rity of  the  Hon.  the  Court  of  Directors  of  the  E.  I.  Company. 
4to.,  cloth.     £1  10s. 

White  (S.  D.)  Indian  Reminiscences. 

By  Colonel  S.  Dewe'  White,  late  Bengal  Staff  Corps.  8vo. 
With  10  Photographs.      14s. 
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Wollaston  (Arthur  N.)  Anwari  Suhaili,  or  Lights  of  Canopus 
Cotiiinoiily  known  as  Kalilah  iind  Daiiniab,  being  an  adaptation 
of  tlie  Fables  of  Bidpai.  Transbited  from  tbeTersian.  Koyal 
8vo,,  42s. ;  also  in  royal  4to.,  with  illuminated  borders,  de- 
signed specially  for  the  work,  cloth,  extra  gilt.     £3   13s.  Od. 

Wollaston  (Arthur  N.)  Elementary  Indian  Reader. 

Designed  for  the  use  of  Students  in  the  Anglo-Vernacular 
Schools  in  India.     Fcap.     Is. 

Woolrych  (Serjeant  W.  H.) 

Lives  of  Eminent  Serjeants-at-Law  of  the  English  Bar.  By 
Humphry  W.  Woolrych,  Serjeant-at-Law.     2  vols.  8vo.    30s. 

Wraxall  (Sir  L.,  Bart.)  Caroline  Matilda. 

Queen  of  Denmark,  Sister  of  George  3rd.  From  Family  and 
State  Papers.  By  Sir  Lascelles  Wraxall,  Bart.  3  vols.,  8vo. 
18s. 

Young  (J.  R.)  Course  of  Mathematics. 

A  Course  of  Elementary  Mathematics  for  the  use  of  candidates 
for  admission  into  either  of  the  Military  Colleges ;  of  appli- 
cants for  appointments  in  the  Home  or  Indian  Civil  Services  ; 
and  of  mathematical  students  generally.  By  Professor  J.  Pt. 
Young.     In  one  closely-printed  volume.  8vo.,  pp.  648.     P2s. 

"  In  the  work  before  us  he  has  digested  a  complete  Elementary 
Course,  by  aid  of  his  long  experience  as  a  teacher  and  writer ;  and  he  has 
produced  a  very  useful  book.  Mr.  Young  has  not  allowed  his  own  taste 
to  rule  the  distribution,  but  has  adjusted  his  parts  with  the  skill  of  a 
Teteran." — Athenceum. 
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WorJcs  in  the  P 


ress. 


Merv,  the  Queen  of  the  World  and  the  Scourge  of  the  Men- 
stealing  Turcomans.  By  Charles  Maevin,  author  of  "  The 
Disastrous  Turcoman  Campaign,"  and  "  Grodekoff's  Pdde  to 
Herat." 

In  Zululand  with  the  British,  ^throughout  the  War  of  1879. 

By  Charles  L.  Norris-Newman,  Special  Correspondent  of 
the  London  "  Standard,"  Cape  Town  "  Standard  and  Mail," 
and  the  "  Times  "  of  Natal.  8vo.  With  Plans  and  Illustra- 
tions. 

Sketches  from  Nipal,  Historical  and  Descriptive  ;  with  Anec- 
dotes of  the  Court  Life  and  Wild  Sports  of  the  Country  in  the 
time  of  Maharaja  Jang  Bahadur,  G.C.B.;  to  which  is  added 
an  Essay  on  Nipalese  Buddhism.  By  the  late  A.  A.  Oldfield, 
M.D.,  many  years  Resident  at  Kathmandu.  Two  vols.  Illus- 
trated. 

The  Lyrical  Drama:  Essays  on  Subjects,  Composers,  and 

Executants  of  Modern  Opera.  By  H.  Sutherland  Edwards, 
Author  of  "  The  Piussians  at  Home  and  Abroad,"  &c. 


Stories  of  the  City  of  London ;  Retold  for  Youthful  Readers. 

By  Mrs.  Newton  Crosland. 

These  Stories  range  from  the  early  days  of  Old  London  Bridge  and  the 
Settlement  of  the  Knights  Templars  in  England  to  the  time  of  the  Gordon 
Riots ;  -with  incidents  in  the  Life  of  Brunei  in  relation  to  the  Thames 
Tunnel :  narrated  Irom  Personal  recollections. 


The  Expiring  Continent;  A  Narrative  of  Travel  in  Sene- 

gambia,  with  Observations  on  Native  Character;  Present 
Condition  and  Future  Prospects  of  Africa  and  Colonisation. 
By  Alex.  Wjll.  Mitchieson. 


Memoirs  of  a  Griffin  ;  or,  A  Cadet's  First  Year  in  India.     By 

Captain  Bellew.     Illustrated  from  Designs  by  the   Author. 
A  New  Edition. 
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A  Dictionary  of  Ethnological  and  Philological  Geography. 

By  Pi.  G.  Latham,  .AI.A.,  M.D.,  F.U.S.,  &c. 

Incidents  of  a  Journey  through  Nubia  to  Darfoor.      By 

Sydney  Knsou,  C.E. 

The  History  of  China.  By  Demetrius  Charles  Boulger, 
Autlior  of  ''  England  and  Russia  in  Central  Asia,"  &c. 

The  History  of  India,  as  told  by  its  own  Historians ;  the 
Local  Muliammadan  Dynasties.  Vol.  I.  Guzerat.  By  John 
DowsoN,  M.R.A.S.,  late  Professor  of  the  Staff  College. 
Forming  a  Sequel  in  two  or  more  volumes  to  Sir  H.  M. 
Elliott's  Original  work  on  the  Muhammadan  period  of  the 
History  of  India  ;  already  edited,  annotated,  and  amplified  by 
the  same  Author.  Published  under  the  Patronage  of  H.M.'s 
Secretary  of  State  for  India. 

With  the  Kurrum  Valley  Force  in  the  Caubul  Campaign  of 
1878-79.     By  Major  J.  A.  S.  Colquhoun,  R.A. 


New  Editions  of  Works  by  Parker  Gilmore  ("  Ubique.") 
A  Hide  through  Hostile  Africa.     Illustrated. 
In  the  Backv/oods.     Illustrated. 
On  the  Prairies.     Illustrated. 


Mansukhi  and  Sundar  Singh;    a  Hindu   Tale.     Hindustani 
and  English.    With  24  Illustrations.    By  H.  B.  W.  Garrick. 

An  Integral   Calculus.     Simplified  for  Schools.     By   W.   P. 
Lynam,  Indian  Public  Works  Department. 

Luck,  and  what  came  of  it.     A  New  Novel.     By  Charles 
Mackay,  LL.D. 

Catholic  Doctrine  of  the  Atonement :  an  Historical  Inquiry 

into  its  Development  in  the  Church,  with  an  Introduction  on 
the  Principle  of  Theological  Development.  By  H.  Nutcombe 
OxENHAM.     A  new  and  enlarged  edition. 
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Analytical  Index  to  Sir  John  Kaye  s  History  of  the  Sepoy 
War,  cancl  Col.  G.  B.  Malleson's  History  of  the  Indiau 
Mutiny,  combined  in  one  volume.  Bv  Frederic  Pincott 
M.li.A.S. 

Accented  Four-Figure  Logarithms,  and  other  Tables.     For 

purposes  both  of  Ordinary  and  of  Trigonometrical  Calculation, 
and  for  the  Correction  of  Altitudes  and  Lunar  Distances. 
Arranged  and  accented  by  Lowis  D'A.  Jackson,  A.M.S.C.E., 
Author  of  "  Canal  and  Culvert  Tables,"  "Hydraulic  Manual," 
&c. 

An  Arabic  Manual.     By  Professor  E.  H.  Palmer. 

A  Hindi  Manual.     By  Frederic  Pincott,  M.R.A.S. 

An  English-Arabic  Dictionary.     By  Dr.  Steingass. 

An  English-Persian  Dictionary.  Compiled  from  Original 
Sources.  By  Arthur  X.  Wollaston,  M.R.A.S.,  Translator 
of  the  ''  Anwar-i-Suhaili.'' 

An  English-Hindi  Dictionary.  By  Frederic  Pincott,  M.R.A.S. 

Posthumous  Papers  of  C.  J.  F.  S.  Forbes  relative  to   the 

lanfTua2;e  and  races  of  Burma. 

o      o 

Whisperings  in  the  Wood.  From  the  Swedish  of  Zachaiias 
Tropelius.     By  Alrert  Alrerg. 

Chili :  its  People  and  Eesources.  Notes  of  a  Visit  during  the 
War  of  lf:<7li-l^N().  By  K.  Nelson  Boyd,  Author  of 
"  Coal  Mines  Inspection." 

Foreign  Secretaries  of  the  Nineteenth  Century :  Grenville  to 

Palmerston.     Bv  Percy  M.  Thornton. 
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;a  selection  from 

MESSKS.  ALLEN'S  CATALOGUE 

OF  BOOKS  IN  THE  EASTERN  LANGUAGES,  &c. 


HINDUSTANI,  HINDI,  &c. 

[Dr.  Forhes's  Works  are  used  as  Class  Books  in  the  Colleges  and  Schools 

in  Lidia.~\ 

Forbes's  Hindustani-English  Dictionary  in  the  Persian  Character, 
with  the  Hindi  words  iu  Nagari  also ;  and  an  English  Hindustani 
Dictionary  iu  the  English  Character ;  both  in  one  volume.  By  Dun- 
can FoEBES,  LL.D.     Royal  8vo.     42s. 

Forbes's  Hindustani-English  and  English  Hindustani  Dictionary, 
in  the  English  Character.     Royal  8ro.     36s. 

Forbes's  Smaller  Dictionary,  Hindustani  and  English,  in  the 
English  Character.     12s. 

Forbes's  Hindustani  Grammar,  with  Specimens  of  Writing  in  the 
Persian  and  Nagari  Characters,  Reading  Lessons,  and  Vocabulary. 
8ro.     10s.  6d. 

Forbes's  Hindustani  Manual,  containing  a  Compendious  Gram- 
mar, Exercises  for  Translation,  Dialogues,  and  Vocabulary,  in  the 
Roman  Character.  IS^ew  Edition,  entirely  revised.  By  J.  T.  Platts, 
18mo.     3s.  6d. 

Forbes's  Bagh  o  Bahar,  in  the  Persian  Character,  with  a  complete 
Vocabulary.     Royal  Svo.     123.  6d. 

Forbes's  Bagh  o  Bahar  in  English,  with  Explanatory  Notes, 
illustrative  of  Eastern  Character.     Svo.     Ss. 

Forbes's  Bagh  o  Bahar,  with  Yocaby.,     English  Character.     5s. 

Forbes's  Tota  Kahani ;  or,  "  Tales  of  a  Parrot,"  in  the  Persian 
Character,  with  a  complete  Vocabulary.     Royal  Svo.     8s. 

Forbes's  Baital  Pachisi ;  or,  "Twenty-five  Tales  of  a  Demon," 
in  the  Nagari  Character,  with  a  complete  Vocabulary.  Royal  Svo.    b's. 

Forbes's  Ikhwanu  s  Safa;  or,  "Brothers  of  Purity,"  in  the 
Persian  Character.     Royal  Svo.     12s.  6d. 

[For  the  higher  standard  for  military  officers'  examinations.'] 

Forbes's  Oriental  Penmanship  ;  a  Guide  to  Writing  Hindustani 
in  the  Persian  Character.     4to.     Ss. 
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Platts'  Grammar  of  the  Urdu  or  Hindustani-Language.    8vo.  12s. 

Eastwick  (Edward  B.)  The  Bagh-o-Bahar — hterally  translated 
into  English,  with  copious  explanatory  notes.     8vo.     ]  Os.  6d. 

Small's  (Rev.  G.)  Tota  Kahani;  or,  "  Tales  of  a  Parrot."  Trans- 
lated into  English.     8vo.     8s. 

Platts' J.  T.,  Baital  Pachisi;  translated  into  English.    8vo.    Ss. 

Platts'  Ikhwanu  S  Safa;  translated  into  English.    8vo.  10s.  6d. 

Hindustani  Selections,  with  a  Yocabulary  of  the  Words.  By 
James  E.  Ballaxtyne.     Second  Edition.     1845.     5s. 

Singhasan  Battisi.  Translated  into  Hindi  from  the  Sanscrit. 
A  New  Edition.  Revised,  Corrected,  and  Accompanied  with  Copious 
Notes.     By  Syed  Abdoolah.     Royal  8vo.     12s.  6d. 

Robertson's  Hindustani  Vocabulary.     3s.  6d. 

Akhlaki  Hindi,  translated  into  Urdu,  with  an  Introduction  and 
Notes.    By  Syed  Abdoolah.     Royal  8vo.     12s.  6d. 

Sakuntala.  Translated  into  Hindi  from  the  Bengali  recension 
of  the  Sanskrit.  Critically  edited,  with  grammatical,  idiom atical,  and 
exegetical  notes,  by  Fuedeeic  Pincott.     4to.     12s.  6d. 

SANSCRIT. 

Haughton's  Sanscrit  and  Bengali  Dictionary,  in  the  Bengali 
Character,  with  Index,  serving  as  a  reversed  dictionary.     4to.     30s. 

Williams's  English-Sanscrit  Dictionar}^     4to.,  cloth.  £3.  3s. 

"Williams's  Sanskrit-English  Dictionary.     4to.     £4  14  s.  6d. 

Wilkin's  (Sir  Charles)  Sanscrit  Grammar.     4to.     15s. 

Williams's  (Monier)  Sanscrit  Grammar.     8vo.     15s. 

Williams's   (Monier)    Sanscrit   Manual :    to  which   is    added,  a 

Yocabulary,  by  A.  E.  GrOUGH.     18mo.     7s.  6d. 
Gough  s  (A.  E.)   Key  to  the  Exercises  in  Williams's  Sanscrit 

Manual.     18mo.     4s. 

Williams's  (Monier)  Sakuntala,  ^vith  Literal  English  Translation 
of  all  the  Metrical  Passages,  Schemes  of  the  Metres,  and  copious 
Critical  and  Explanatoiy  Notes.     Rojal  8vo.    2l3. 

Williams's  (Monier)  Sakuntala.  Translated  into  English  Prose 
and  Yerse.     Fourth  Edition.     8s. 

Williams's  (Monier)  Vikramorvasi.     The  Text.     8vo.     5s. 

Cqwell's  (E  B.)  Translation  of  the  Vikramorvasi.     8vo.    3s.  6d. 
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Thompson's  (J.  C.)  Bhagavat  Gita.     Sanscrit  Text.     5s. 
Haughton's  Menu,  with  English  Translation.    '2  vols.    4 to.    248. 
Johnsons  Hitopadesa,  with  Vocabulary.     15s. 
Hitopadesa.     A  new  literal   translation  from  the  Sanskrit  Text 

of  Prof.   F.   Jolinson.     For  the   use    of   Students.     By   Fbedeeic 

PiNCOTT,  M.R.A.S.     6s. 
Hitopadesa,  Sanscrit,  with  Bengali  and  English  Trans.    10s.  6d. 

Wilson's   Megha   Duta,    with  Translation   into  English   Verse, 
Notes,  Illustrations,  and  a  Vocabulary.    Royal  8vo.     6s. 

PERSIAN. 
Kichardson  s  Persian,  Arabic,  and  English  Dictionar5\     Edition 

of  1852.    By  F.  Johnson.    4to.    £4. 
Forbes's  Persian  Grammar,  Reading  Lessons,  and  Vocabulary. 

Royal  Svo.     12s.  6d. 
Ibraheem's  Persian  Grammar,  Dialogues,  &c.  Royal  Svo.   12s.  6d. 
Gulistan.      Carefully  collated  with  the  original  MS.,  with  a  full 

Vocabulary.     By  John   Platts,  late  Inspector  of  Schools,  Central 

Provinces,  India.     Royal  Svo.    12s.  6d. 
Gulistan.     Translated  from  a  revised  Text,  with  Copious  Notes. 

By  John  Platts.    Svo.     12s.  6d. 
Ouseley's  Anwari  Soheili.    4to.    42s, 

Wo'.laston's    (Arthur    N.)    Translation   of   the  Anvari  Soheili. 

Royal  Svo.     £2  2s. 
Keene's  (Rev.  H.  G.)  First  Book  of  The  Anwari  Soheili.    Persian 

Text.    Svo.    5s. 
Ouseley^s    (Col.)  Akhlaki   Mushini.     Persian  Text.     Svo.     5s. 
Keene's  (Rev.  H.  G.)  Akhlaki  Mushini.  Translated  into  English. 

Svo.    3s.  6d. 
Clarke's  (Captain  H.  Wilberforce,  R.E.)  The  Persian  Manual. 

A  Pocket  Companion. 

PART  I.— A  CONCISE  GrEAMMAE  OF  THE  Lanouage,  with  Excr- 

cises  on  its  more  Prominent  Peculiarities,  together  with  a  Selection  of 

Useful  Phrases,  Dialogues,  and  Subjects  for  Translation  into  Persian. 

PART    II.— A   VOCABULAEY   OE   USEEUL    WOEDS,   ENGLISH   AND 

Peesian,  sli owing  at  the  same  time  the  difference  of  idiom  between 

the  two  Languages.     ISmo.     7s.  6d. 
The    Biistan.      By    Shaikh    Muslihu-d-Dm    Sa'di    Shirazi. 

Translated  for  the  first  time  into  Prose,  with  Explanatory  Notes 

and   Index.      By    Captain   H.   Wilbeefoece   Claeke,   R.E.      Svo. 

With  Portrait.     30s. 
A  Translation  of  Robinson  Crusoe  into  the  Persian  Language. 

Roman   Character.      Edited  by  T.  W.  H.   Tolboet,  Bengal  Civil 

Service.     Cr.  Svo.     7s. 
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BENGALI. 

Haugh ton's  Bengali,  Sanscrit,  and  English  Dictionary,  adapted 
for  Students  in  either  language  ;  to  which  is  added  an  Index,  serving 
as  a  reversed  dictionary.     4to.     SOs. 

Forbes's  Bengali  Grammar,  with  Phrases  and  dialogues.  Royal 
8vo.     12s.  6d. 

Forbes's  Bengali  Reader,  with  a  Translation  and  Vocabulary- 
Royal  8vo.    12s.  6d. 

Nabo  Nari.     12 mo.     7s. 


ARABIC. 

Richardson's  Arabic,  Persian  and  English  Dictionary.  Edition 
of  1852.    By  F.  Johnson.    4to.,  cloth.    £4. 

Forbes's  Arabic  Grammar,  intended  more  especially  for  the  use  of 
young  men  preparing  for  the  East  India  Civil  Service,  and  also  for  the 
use  of  self  instructing  students  in  general.     Eoyal  8vo.,  cloth.     ISs. 

Palmer's  Arabic  Grammar.     8vo.     18s. 

Forbes's  Arabic  Reading  Lessons,  consisting  of  Easy  Extracts 
from  the  best  Authors,  with  Vocabulary.     Royal  8vo.,  cloth.     ISs. 

An  Arabic  Manual.     By  Professor  E.  H.  Palmer. 
{In  the  press.) 

TELOOGOO. 

Brown's  Dictionary,  reversed ;  with  a  Dictionary  of  the  IMixed 
Dialects  used  in  Teloogoo.     3  vols,  in  2,  royal  8vo.     £5. 

Campbell's  Dictionary.     Royal  8vo.     30s. 

Bromn's  Reader.     8vo.     *2  vols.     14s. 

Brown's  DialofTues,  Teloof:'oo  and  English.     8vo.     5s.  Od. 

Pancha  Tantra.     8s. 

Percival's  English-Teloogoo  Dictionary.      10s.  Cd. 

TAMIL. 

Rottler's  Dictionarv,  Tamil  and  English.     4to.     4-^s. 
Babingtou's  Grammar  (High  Dialect).     4to.     l">!s. 
Percival's  Tamil  Dictionarv.     2  vols.     1  Os.  6d. 
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GUZRATTEE. 

Mavor's  Spelling,  Guzrattee  and  English,     is,  Gd. 
Shapuaji  Edalji's  Dictionary,  Guzrattco  and  English.     21s. 

MAHRATTA. 

Molesworth's  Dictionary,  Mahmtta  and  English.     4to.     42s. 
Moleswortli's  Dictionary,-  English  and  Mahratta.     4to.     42s. 
Stevenson's  Grammar.     8vo.,  cloth.     17s.  6d. 
Esops  Fables.     12mo.     2s.  Od. 
Fifth  Reading  Book.     7s. 

MALAY. 
Marsden's  Grammar.     4to.     £1  Is. 

CHINESE. 

Morrisons  Dictionary.     6  vols.  4to.  £10. 

Marshman's — Clavis  Sinica,  a  Chinese  Grammar.      4to.     £2  2s, 

Morrison's  View  of  China,  for  Philological  purposes;  containing  a 
Sketch  of  Chinese  Chronology,  Geography,  Government,  Keligion  and 
Customs,  designed  for  those  who  study  the  Chinese  language.  4to.  6s. 

PTJS'HTO. 

The  Pushto  Manual.  Comprising  a  Concise  Grammar;  Exer- 
cises and  Dialogues  ;  Familiar  Phrases,  Proverbs,  and  Yocabulary.  By 
Major  H.  Gr.  Raverty,  Bombay  Infantry  (Retired).  Author  of  the 
Pus'hto  Grammar,  Dictionary,  Selections  Prose  and  JPoetical,  Selections 
from  the  Poetry  of  the  Afghans  (EngUsh  Translation),  ^Esop's  Fables, 
&c.  «&;c.     Fcap.     5s. 

MISCELLANEOUS. 

Reeve's  English-Carnatica  and  Carnatica-English  Dictionary. 
2  vols.   (Yery  sHghtly  damaged).     £8. 

Collett's  Malayalam  Reader.     -Svo.      12s.  Od. 

Esop's  Fables  in  Carnatica.     Svo.  bound.      12s.  6d. 

A  Turkish  Manual,  comprising  a  Condensed  Grammar  with 
Idiomatic  Phrases,  Exercises  and  Dialogues,  and  Vocabulaiy.  By 
Captain  C.  F.  Mackenzie,  late  of  H.M.'s  Consular  Service.     6s. 
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A  CHRONOLOGICAL  AND  HISTORICAL 

CHART  OF  INDIA, 

jPrice,  fully    tinted^   mounted   on  roller   or   in  case^  20s. 
size,  about  40  in.  by  50  in. 

Showing,  at  one  view,  all  the  principal  nations,  governments,  and  empires  which 
have  existed  in  that  country  from  the  earliest  times  to  the  suppression  of  the  Great 
Mutiny,  A.D.  1858,  with  the  date  of  each  historical  event  according  to  the  various 
eras  used  in  India. 

Br 

ARTHUR  ALLEN  DURTNALL, 

Of  the  High  Court  of  Justice  in  lEngland. 

By  this  Chart,  any  person,  however  ignorant  of  the  subject,  may,  by  an  hour's 
attention,  obtain  a  clear  view  of  the  broad  lines  of  Indian  History,  and  of  the 
fcvolutions  wliichhave  resulted  in  the  dominion  of  Her  Majesty  as  EMPRESS  OF 
INDIA.  It  will  be  found  invaluable  for  Educational  Puki-oses,  especially  in 
Colleges  and  Schools,  wliere  an  Indian  career  is  in  contemplation.  It  will  also  be 
found  of  PERMANENT  UTILITY  iu  all  Libraries  and  Offices  as  a  work  of  ready 
reference  for  the  connection  of  events  and  dates.  Besides  the  History  of  India,  it 
includes  the  contenipoi-aneous  histories  of    Afghanistan,  Central    Asia,  and 

EUBOfE. 


A  RELIEVO   MAP  OF  INDIA. 

BY 

HENRY  F.  BRION. 

In  Frame,  '21s. 

A  map  of  this  kind  brings  before  us  such  a  picture  of  the  surface  of  a  given 
country  as  no  ordinary  map  could  ever  do.  To  the  mind's  eye  of  the  average 
Englishman,  India  consists  of  ^  the  plains '  and  'the  hills,'  chiefly  of  the  former, 
the  hills  being  limited  to  the  Himalayas  and  tlie  Nilgiris.  The  new  map  will  at 
least  enable  him  to  correct  his  notions  of  Indian  geography.  It  combines  the 
■usual  features  of  a  good  plain  map  of  the  country  on  a  scale  of  150  miles  to  tlie 
inch,  with  a  faithful  representation  of  all  the  uneven  surfaces,  modelled  on  a  scale 
thirty-two  times  the  horizontal  one;  thus  bringing  out  into  clear  relief  the  com- 
parative heights  and  outlines  of  all  tiie  iiill-ranges,  and  showing  broad  tracts  of 
uneven  ground,  of  intermingled  hill  and  valley,  which  a  common  map  of  the 
game  size  would  hardly  indicate,  except  to  a  very  practised  eye.  The  plains  of 
Upper  India  are  reduced  to  tlieir  true  proportions;  the  Central  Provinces, 
Malwa,  and  Western  Bengal  reveal  their  actual  ruggedness  at  a  glance ;  and 
Southern  India,  from  the  Vindhyas  to  Cape  Comorin,  proclaims  its  real  height 
above  the  sea-level.  To  the  historical  as  well  as  the  geographical  student  such  a 
map  is  an  obvious  and  important  aid  in  tracing  the  course  of  past  campaigns,  in 
lealising  the  conditions  under  which  successive  races  carried  their  arms  or  settle- 
ments through  the  I'eninsula,  and  in  comprehending  the  difference  of  race,  climate, 
and  y>hysical  surroundings  which  make  up  our  Indian  Empire.  Set  in  a  neat 
frame  of  mai)lewood,  the  map  seems  to  attract  the  eye  like  a  prettily-coloured 
picture,  and  its  jirice,  a  guinea,  should  jilace  it  within  tlie  reach  of  all  who  care  to 
combine  the  useful  with  the  ornamental." — Home  Netvs. 


MAPS   OF  INDIA,   etc. 


Messr.t.  Allen  ^  Co.*s  Maps  of  India  were  revised  and  much  improved 
during  187G,  with  especial  reference  to  the  existing  Administrative 
Divisions,  Haitwags,  cfc. 

District  Map  of  India;  corrected  to  1876; 

Divided  into  Collectorates  with  tlie  Telegraphs  and  Railways  from  Go- 
veninient  surveys.  On  six  sheets — size,  5ft,  6in.  liigh;  5ft.  Sin.  wide, 
£2;  in  a  case,  £2  12s.  6d.  ;  or,  rollers,  varn.,  £3  3s. 

A  General  Map  of  India  ;  corrected  to  1870  ; 

Compiled  chiefly  from  surveys  executed  by  order  of  the  Q-overnment 
of  India.  On  six  sheets — size,  5  ft.  3  in.  wide  ;  5  ft.  4  in.  high,  £2  ; 
or,  on  cloth,  in  case,  £2  123.  6d. ;    or,  rollers,  varn.,  £3  33. 

Map  of  India;  corrected  to  1876  ; 

From  the  n.ost  recent  Authorities.  On  two  sheets — size,  2  ft.  lOin. 
wide  J  3  ft.  3  in.  high,  16s. ;  or,  on  clotli,  in  a  case,  £1  Is. 

Map  of  the  Routes  in  India;   corrected  to  187-1  ; 

With  Tables  of  Distances  between  the  principal  Towns  and  Military 
Stations  On  one  sheet — size,  2  ft.  3  in.  wide ;  2  ft.  9  in.  high,  98. ; 
or,  on  cloth,  in  a  case,  12s. 

Map  of  the  Western  Provinces  of  Hindoostan, 

The  Punjab,  Cabool,  Scinde,  Bhawulpore,  &c.,  including  all  the  States 
between  Candahar  and  Allahabad.  On  four  sheets — size,  4  ft.  4in, 
wide  J  4  ft.  2  in.  high,  30s. ;  or,  in  case,  £2  ;  rollers,  varnished,  £2  lOs. 

Map  of  India  and  China,  Burmah,  Siam,  the  Malay  Penin- 
sula, and  the  Empire  of  Anam.     On  two  sheets — size,  4  ft.  3  in.  wide  j 

3  ft.  4  in.  high,  16s. ;  or,  on  cloth,  in  a  case,  £1  5s. 

Map  of  the  Steam  Communication  and  Overland  Routes 
between  England,  India,  China,  and  Australia.  In  a  case,  14s.  j  on 
rollers,  and  varnished,  18s. 

Map  of  China, 

From  the  most  Authentic  Sources  of  Information.  One  large  sheet- 
size,  2  ft.  7  in.  wide  ;  2  ft.  2  iu.  high,  6s. ;  or,  on  cloth,  in  case,  Ss. 

Map  of  the  World  ; 

On  Mercator's  Projection,  showing  the  Tracts  of  the  Early  Navigators, 
the  Currents  of  the  Ocean,  the  Principal  Lines  of  great  Circle  Saihng, 
and  the  most  recent  discoveries.  On  four  sheets — size,  6ft.  2  in.  wide  ; 

4  ft.  3  in.  high,  £2  ;  on  cloth,  in  a  case,  £2  lOs  ;  or,  with  rollers,  and 
varnished,  £3. 

Handbook  of  Reference  to  the  Maps  of  India. 

Giving  the  Latitude  and  Longitude  of  places  of  note.     ISmo.     3s.  6d. 

Eussian  Official  Map  of  Central  Asia.  Compiled  in  accord- 
ance with  the  Discoveries  and  Surveys  of  Eussian  Staff  Ofl&cers  up 
to  the  close  of  the  year  1877.  In  2  Sheets.  lOs.  Gd..  or  in  cloth, 
case,  14s. 


In  January  and  July  of  each  year  is  published  in  8vo.,  price  10s.  6i., 

THE  INDIA  UST,  CIVIL  &  MILITARY; 

3T    PEBMISSION    OF    THE    SECEETAEY    OP    STATE   FOE   INDIA  IN   COUNCIL. 


CONTENTS. 

CIVIL. — G-radation  Lists  of  Civil  Service,  Bengal,  Madras  and  Bombay. 
Civil  Annuitants.  Legislative  Council,  Ecclesiastical  Establishments, 
Educational,  Public  Works,  Judicial,  Marine,  Medical,  Land  Revenue, 
Political,  Postal,  Police,  Customs  and  Salt,  Forest,  Eegistration  and 
Eailwav  and  Telegraph  Departments,  Law  Courts,  Survevs,  &c.,  &c. 

MILITARY.— Cradation  List  of  the  General  and  Field  Officers  (British 
and  Local)  of  the  three  Presidencies,  Staff  Corps,  Adjutants -G-eneral's 
and  Quartermasters- G-eneral's  Offices,  Army  Commissariat  Depart- 
ments, British  Troops  Serving  in  India  (inchiding  Royal  Artillery,  Royal 
Engineers,  Cavalry,  Infantry,  and  Medical  Department),  List  of  jSative 
Regiments,  Commander-in-Chief  and  Staff,  G-arrison  Instruction  Staff, 
Indian  Medical  Department,  Ordnance  Departments,  Punjab  Frontier 
Force,  Military  Departments  of  the  thi'ee  Presidencies,  Veterinary 
Departments,  Tables  showing  the  Distribution  of  the  Army  in  India, 
Lists  of  Retired  Officers  of  the  three  Presidencies. 

HOME. — Departments  of  tlie  Office  of  the  Secretaiy  of  State,  Coopers 
HiU  College,  List  of  Selected  Candidates  for  the  Civil  and  Forest  Services, 
Indian  Troop  Service. 

MISCELLANEOUS.— Orders  of  the  Bath,  Star  of  India,  and  St.  Michael 
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"Messrs.  Alleu  have  commenced  the  publication  of  a  m.ost  useful  work,  the 
need  of  which  has  been  felt  for  a  long  time,  though  until  now  no  one  has  had  the 

courage  to  attempt  it The  precis  is  very  well  done." — Journal  of  the 

Statistical  Societii,  June,  1880. 

"There  is  no  doubt  as  to  the  value  of  most  pai-liamentaiy  publications,  but 
few  persons  have  the  time  or  inclination  to  wade  through  them,  and  thus  much 
valuable  matter  is  missed,  but  in  this  precis  Messrs.  Allen  and  Co.  give  an  outline 
of  just  what  is  required." — Iron  Trade  Rewien-. 

"  Messrs.  Allen  &  Co.'s  book  is  composed  of  abstracts  of  all  returns  directed  to 
be  printed  by  either  or  both  of  the  Houses  of  Parliament,  and  the  work  has 
evidently  been  done  by  practised  precis  writers  who  understand  how  to  reach  the 
imiwrtaut  features  of  Government  papers." — Liverpool  Daily  Courier. 

"  This  is  a  publication  which  supplies  a  great  want.  'We  gladly  welcome  this 
work,  both  for  reading  and  for  reference." — United  Service  Gazette. 

"The  papers  are  carefviUy  condensed." — British  Mail. 

"  In  the  case  of  statistical  returns  it  is  especially  good." — Camhridge  Chron  icle, 

"  This  is  not  a  Blue-book;  but  none  of  them  can  exceed  it  in  value.  Every 
business  man  will  have  it  upon  the  desk  corner  for  reference,  and  it  should  be 
found  on  the  table  of  every  public  reading  room  and  private  library." — Western 
Times. 

"A  most  iiseful  work  of  reference." — The  RaiJn-ay  Neys. 

"  This  is  a  very  important  woi-k,  and  its  perusal  will  place  readers  on  a  far 
higher  intellectual  level  and  acqiiaintance  with  the  parliamentary  papers  than 
most  embryo  members  of  Parliament  possess." — Finance  Chronicle  and  Insurance 
Circular. 

"  This  serial  is  calculated  to  be  of  much  service." — Iron. 

"Tlie  above  contains  a  vast  amount  of  valuable  information  and  statistics." — 
Sunday  Times. 

"We  scarcely  need  add  that  it  is  a  valuable  work."  —Herapath'  s  Railway  Journal. 

"  As  a  book  of  reference,  promises  to  be  of  inestimable  value  to  public  men, 
journalists,  economists,  historical  students,  and,  indeed,  all  who  are  interested  in 
national  progress  and  contemporary  politics." — Tlw  Statist. 

"  The  dilficult  work  of  summarising  is  extremely  well  executed.  Both  pai^er 
and  type  ai'e  good." — Broad  Arrow. 

"  An  excellent  publication." — The  Farmer. 

"Messrs.  Allen  &  Co.  earn  the  gratitude  of  all  who  require  to  keep  themselves 
acquainted  with  the  contents  of  parliamentary  papers  by  the  publication  of  this 
precis.  The  compilation  has  been  made  with  discretion,  and  will  be  found  extremely 
valuable  and  useful  for  reference." — Dundee  Advert i.-^er. 

"As  a  handy  work  of  reference,  and  a  means  of  saving  time  and  labour,  it  will 
be  highly  appreciated." — ^IHeu's  Indian  Mail. 

"  The  utility  of  the  j>recis  is  very  considerably  heightened  by  an  admirable 
table  of  contents  numerically  and  alphabetically  arranged."— T/io  Railway  News  and 
Joint  Stock  Journal. 

"  The  precis  of  official  papers  will  give  new  value  to  the  parliamentary  returns." 
— Liveritool  Courier. 

"  Nous  croyons  rendre  service  an  i>ublic  et  A  ceiix  de  nos  confreres  qui  ne  la 
connaitraient  pas,  en  leur  signalent  cette  publication  nouvelle."— JU^oniteur  de* 
Interets  Materiels,  Brussels. 
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